Casualties from British WWII Blast Effects data 
as applied to nuclear war caused arguments 
with American disarmament activists. As this 
file shows, Britain took 10 psi peak 
overpressure as the 50% blast mortality rate 
for the population in houses, based on actual 
data, e.g. in the complete destruction of British 
houses within 77 feet from V1 "flying bombs" 
(Hitler's cruise missiles), mortality was 23.5% 
(Christopherson's RC-450, Table 8.2 on p145). 
This "confidential" data (used in 1972 DNA-EM-1 
Table 10-1) agrees with "secret" American data 
from Hiroshima, but is much less than the 50% 
assumed in unclassified American reports. 
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Casualty Rates for a Ground Burst 10 MP Bomb omitting 
Residual Radiation = all in houses 
Se etion = all in houses 


Casualty rates for an air burst megaton weapon can be obtained by simple 
scaling up from kiloton weapons, For ground bursts the scaling is a little 
more complex and in this note comparable rates for a 10 MT grow#burst bomb 
have been estimated. 


Methed of calculation 


410 MI groundburst bomb gives a radius for A damage to houses of 34 milesy 
B damage 5 miles Cb damage 8 miles and Ca damage 13 miles» 


The death risk curve (K*/ Mg 1) is derived from Fig 3 of Appendix 2 of 
C.D.JeP.S. (BA) (48) 42, for secondary blast and debris casualties (houses = 
complete rescue). Sinoe deaths in houses from secondary blast are related 
directly to the degree of damage of the house the distance scale has been 
expanded proportionately and the curve gives the corresponding version of 
deaths for secondary blast for a 10 M~ groundburst bomb. There is also how- 
ever a contribution of deaths due to gamma flash although this is distributed 
differently from that occuring with a kiloton explosion. ‘The ID 50 in the 
cpenfor a 10 ME bomb is 4,800 yards (= 2.7 miles) corresponding to 2 mile 
for a nominal bomb. A dose of 10,;000r in the open causes 30% deaths for » 
people in houses. This dose would occur at 2,100 ft. from a nominal bomb or 
202 miles from a 10 M? bomb. ‘The point of mid-area range for A damaged houses 
is 2.45 miles and at this point 35%. deaths would occur from debris and AD fron 
initial radiation making a total of Su this is therefore taken as the 
average fatal casualty rate for people in A damaged houses against a 10 M~ 
groundburst bomb. 


For people in B damaged houses initial gamma makes no appreciable 
conktribution to deaths and so the secondary blast rate of 6: at the mid-area 
point is taken as the average figure. CurveY\is the death risk curve for 
secomary blast and initial ganma combined. 


The cbove figures ore for immediate or inevetahle delayed deaths. A proportion 
of people will be trapped and will die if not rescued. These people are 
classified as "alive but trapped" and they may be seriously injured, slightly 
injured or uninjured. In addition there will be people not trapped who are 
seriously injured or slightly injured or uninjurede The figures plotted in 
Fig. 1 for these categories were obtained by comparing Figse 3 and 4 of 
éppendix 2 of C.D.J.P.S.(EA)(18)14 at the relevant points and adjusted to 
allow for the fact that the percentage deaths have been increased to include 
the initial gamma hazard. 


Table I summarises the casualty rates obtained by the above mcanse It 
will be noted that very small peroontages have been added for ammuli in 
which casualties should not theoretically ocour. These are wurely adventitious 
figures added to give realism when the table is used for estimating casualties 
for exercises. Percentages have been worked out for Cb and Ca damaged areas 
separately but as this breakdown of the C damaged area is no longer officially 
recognised separate percentages are given also for the C area as a wholes 


It mist be emphasised that death and injury resulting from residual 
rediation, including fallout, are not included in these figures. 


0.S-A. 42/8/5 May, 1956. 
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Distribution of basement fallout shelters by size 


1. A pilot survey of communal fallout shelters was carried out in 1964/65. 
The shelters were the basements of communal buildings and the survey was 
carried out in the counties of Leicester, Hereford, in two London districts 
and four Scottish districts. 


2. One of the purposes of the survey was to find how much of such shelter 
was available assuming that it would be occupied only by people in lightly 
built dwellings such as bun ows, prefabricated houses and caravans. In 
such dwellings it was considered that fallout protection would not be adequate 
nor could it be rendered adequate by rovised improvements. The amount 
available varied widely between districts, some having none and others more 
than was required. Details are given in a Scientific Adviser's Branch 
paper: SA/PR 94(Revised). 


3. The Working Party on Shelter Survival Requirements at its meeting 
on 5th April,1966, considered among other things the possibilities of 
providing a medical package for use in communal shelters. It was pointed out 
that the make-up and size of such a shelter package or packages should cepend 
to some extent on the number of shelter occupants. The data collected in 
the survey have therefore been reviewed to find the distribution of shelters 
by size. 


4, Large numbers of shelters were found in Leicester and Hereford, other 
districts having very few shelters by comparison. As it was thought that 
there might be a significant difference in the size distribution between one 
area and another separate distributions were compiled for Leicester and 
Hereford and these are shown in the two upper histograms in the attached diagram. 


5. It can be seen that the distributions are not very different from 
one another. Class intervals of 500 sq.ft. were used and the distributions 
are J-shaped the largest numbers of shelters having a floor area up to 
500 sq.ft. However when the numbers in the first two classes are broken 
down into intervals of 100 sq.ft. it can be seen that there is a peak at 
between about 200 and 400 sq.ft. 


6. As the distributions for Leicester and Hereford are not significantly 
different the data for both have been combined together with that for other 
districts to give a single distribution. It can be seen that about one half 
of all shelters found in the survey have areas between 100 and 500 sq.ft. and 
three quarters between 100 and 1000 sq.ft. Above 1000 sq.ft. the 
distribution has a very long tail, occasional shelters having areas as great 
as about 50,000 sq.ft. 


7- The allowance of space per person,and consequently the number of people 
to be accommodated in a shelter,will probably vary according to circumstances. 


It seems likely that assuming no bunks in shelters the floor space should 
not be less than about 15 sq.ft per person. 


D. T. Jones 


April 1966, 


DISTRIBUTION OF BASEMENT SHELTER BY FLOOR AREA 
200 
Leicester City. (1,357shelters 


No. of 100 
Shelters 


oO 
No. of 0 200 400 600 800 1,000 
Shelters Area of shelter. Sq Bt 
(Reduced class width for 
shelters up to 1,000 Sq Ft) 
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300 
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200 400 660 800 1,000 
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Note: 36 additional shelters between 10,000 and 66,000 Sq Ft 
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A damage - Completely demolished, less than 253 of external walls 
standing 

B damage - Partially demolished, at least 25% of external walls 
demolished 

Cp damage ~ Uninhabitable and too seriously damaged to be repaired 
in wartime 

Cy damage - Uninhabitable but capable of rapid repair 

D damage — Habitable but badly needing repair. 


Table 8.2 then gives results comparable with those in Table 8.1. 
: TABLE 8.2 


DAMAGE AND CASUALTIES FOR HOUSES 


Average 
circle Total number Tota Percentage of casualties 
ft. LK | S/t | 
iM4 


occupants | K JK + S/T] K + S/I + I/Z | 


| 
| 


}% This value is an underestimate owing to the restriction of the zone of investiga- 
tion to a distance of 170 ft. from the explosion. Ca and D radii were not 
measureable for the same reason. 


a= 
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CHAPTER VIIT 
THE PROTECTION OF THE PUBLIC:~ SHELTERS 


8.1 General considerations in shelter provision 


The problem of the protection of the public from an attack can clearly bs 
tackled from two directions;:- 


i) by removing people from areas subject.to attack, and 
(3 . Pp 
ii 


by providing them with accommodation within which they will be 
reasonably safe, even in an area which suffers heavy 
bombardment, 


Obviously the first solution, when practicable, is much to be preferred, 
There is no doubt that thousands of lives were saved during the war by 
evacuation, But the solution has only a limited application, The work 
of the country must go on, and the workers must not only congregate in large 
numbers during working hours, but must also live relatively near their 

work, that is to say, in or near those areas which will attract attack, 

When the production of the country is concentrated, as is largely the case, 
in a few areas, the task of the attacker is rendered much easier, and in the 
colossal amalgam of industry, transport and commerce which is represented 
by a city like London, he can drop bombs almost at random knowing that 

few will be, from his point of view, entirely wasted. 


The situation therefore arises in which people must be protected against 
an attack directed not primarily against them, but against the essential 
life of the country. The attempt may be made to destroy the actual means of 
production, the factories, by blast or fragmentation, to dislocate transport 
by blocking roads and railways by the craters of delay-fuzed bombs, or to 
force the workers to leave their work by destroying, usually by the use 
of fire, the dwellings in which they live, Against all these agencies of 
attack protection must be provided, and, if this is done, it will be found 
that to a very large extent, the people have also been protected against an 
attack, if one should be launched, directed primarily against them, 


In estimating the relative efficiency of various shelter types, we take 
account of these considerations by introducing an "occupancy" factor. Suppose 
that the vulnerable area for a person taking shelter is Vs and for a person not 
taking shelter is Vn» Then if p per cent of the people for whom the shelter 
was intended do in fact occupy (on the average over a number of raids) the 
mean vulnerable area for these people is - 


PVs + (1 -p)Vy 


and it is this quantity rather than the actual vulnerable area Vs of the shelter 
itself which should be regarded as giving the measure of efficiency. 


The numerical value of the percentage occupancy p depends of course on many 
factors such as the weight of attack, the state of public morale, ete. We are 
here interested only in relative values as between different types of shelter. 
The figures given below, for example are estimates of occupancy during a typical 


night raid during the period 194.0-449:- 
Percentage of 
population occupying shelter 


75 = 80 


Type of shelter 


‘Interior (Morrison or protected room type) 


Exterior domestic shelter (Anderson or 
domestic surface type) 


Small public shelter (surface communal or 
trench type) 


It may be that in these cases the figures will also cover fairly well raids 
of the short-duration day type. If, however, we included the large public 
shelter, such as the deep tunnel shelters in London, the occupancy figure would 
be very high for a night raid, but very low (owing to inaccessibility) when the 
time of warning was short. ; - 


(ii) The Anderson shelter (Fig. 8.1) 


The Anderson shelter is, of course, simply a very small covered trench 
shelter in which the earth is retained by a corrugated steel arch held in place 
by light R.Se sections. Very large numbers of these shelters have been used 
in Great Britain and there is considerable experience of their behaviour. 

This experience indicates that, as expected, in a properly constructed and 
covered shelter few casualties occur except when the shelter itself is 
seriously damaged. If, for example, we categorize damage as follows:- 


Category 
Al Shelter totally destroyed } "heavily damaged" 
A2 Shelter very badly distorted 
A3 End sheets removed, and/or moderate 
eh distortion of arch | "slightly damaged" 
AL Minor damage including reduction of E 


earth cover 


We can relate the number of casualties occurring with the type of damage. 

This has been done for a group of 700 Anderson shelters which were attacked 

by flying bombs exploding within 170 ft. It is necessary to distinguish 
between those shelters which had (as all of them should have had) a baffle 
consisting of a brick wall or earth bank opposite the door to prevent the 
entrence of fragments or debris, and those in which the entrance was unprotected. 


TABLE 8.1 


DAMAGE AND CASUALTIES FOR ANDERSON sHELrERs® 


Casualty data 
Shelters with eomplete data 


935315 4 0) 
T2505 6 2 
15}, 2 6 6 
5741 5 5 
Shelters without baffles = 
Al 15 10 40] 5 4 0 
A2 2h. 10 8} 3 3 2 
A3 39 16 10 } 2 4 5 
AL. 67 52 4441 5 
Shelters with baffles - 
Al 15 3 340 (0) (0) 
A2 2h. 4 4} 0 ) (6) 
A3 39 8 5} 0 2 4 
AL, 123 19 16} 0 (0) 1 


ifi ion i t- -k - iously injured 

ls The casualty classification is as follows:- K - killed. S/I - Serious n 

if and Serr in hospital. L/I - Slightly injured - received medical attention 
but not detained in hospitale 


zzThe “average circle" radius is defined as the distance such that the number of 

| shelters undamaged within a circle of this radius is equal to the number damaged 
outside the circle. It corresponds closely to the "vulnerable area" but is 

easier to compwiss 


- - \ { 


The vulnerable area, as defined in equation (8.1) can be readily computed 
from these results, if we replace the integral'in that equation by an 
arithmetic summation of the areas of damage times the probability of injury 
in each area. Fixing attention on the totals of killed and seriously injured 
we find the following figures - 


Vulnerable area K + S/I 
All shelters 2,830 saefte 


Shelters without baffles only 3,200 sqefte 
Shelters with baffles only 1,720 sqefte 
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A damage - Completely demolished, less than 253 of external walls 
standing 

B damage - Partially demolished, at least 25% of external walls 
demolished 

Cp damage - Uninhabitable and too seriously damaged to be repaired 
in wartime 

Cy damage = Uninhabitable but capable of rapid repair 

D damage — Habitable but badly needing repair. 


Table 8.2 then gives results comparable with those in Table 8.16 
TABLE 8-2 
DAMAGE AND CASUALTIES FOR HOUSES 


Average| No.of Casualty data 
houses Total number Tota Percentage of casualties 
sided] Yo. He aes No. 
ornnee | K IK + S/t[K + S/T + T/T | 


This value is an se owing to the restriction of the zone of investiga- 
| sion to a distance of 170 ft. from the explosion. Ca and D radii were not 
measureable for the same reason. 


Following the same procedure as before, we find, for killed and 
seriously injured taken together, the vulnerable area about 16,000 sq.ft. 
or more than nine times that for the properly protected Anderson shelter. 


The flying bomb was of course a blast weapon, i.c. it always 

exploded on the surface without. penetration. As such, it was equivalent 
to an H.C. bomb of charge-weight. ratio 75 per cent. and charge-weight 
(RDX/INT) about. 1,050 lb. and accordingly we may estimate the vulnerable 
area of the properly protected Anderson shelter as no more than 2,750 
sq.ft. per ton of bombs of this type. But, as we remarked when consider— 
ing trenches in general, any sub-surface shelter cannot readily be 
attacked by blast weapons; the main threat is from the delay-fuzed 

’ penetrating bomb. 


Direct evidence as to the casualties produced by such bonbs in 
Anderson shelters isscanty, due partly to the difficulty of identifying 
the bombs. responsible for specific incidents in raids in which several 
sizes of bomb variously fuzed were used simltaneously, and partly to 
the fact that in the early part of the war the system for the collection 
of the required information was not fully developed, while more recently, 
the penetrating bomb has more and more been superseded by blast weapons. 
It is possible, however, to relate damage to the shelter directly with 
the crater size of the bomb causing the damage, and some results obtained 
in this way are shown in Fig. 8.2. Prom this diagram we can see that 
the vulnerable area for “heavy damage" from penetrating bombs is. about 
426 times the crater area. ‘The average crater area for (say 50 kg. 
bonbs: fuzed 1/0 sec. delay or longer is about 180 sqofte (weighting 
the areas for various. types of soil in the proportions in which they 
have in fact occurred); so that. we may estimate the vulnerable area 
(killed or seriously injured) as. approximately 290 sq.ft. for this 
e of bomb,* giving the vulnerable area per ton 5,800 sq.ft. 
# In Reference / Professor §. Zuckerman found that the vulnerabic area for the 
occupants of a group of small shelters (mostly Andersons) was only 270 sq.ft. but some 
of his data may have involved non=penetrating bombs. In the same paper, he shows that 
the corresponding figure for people in houses is 1,430 sq.ft. about 5-6 times as great. 
In a later paper R.E.N.182 "A comparison of the number of casualties caused by German 
bombs of different sizes", Professor Zuckerman found that the vulnerable area against 
the 50 kg. for persons in Anderson shelters was no more than 126 sqeft. compared with 
810 sqft. for persons in houses. Note that. although these figures are much reduced, 
no doubt, as. a consequence of the increased use of instantaneous fuzes in the raids 


studied, the ratio between the two remins about the same as before. 
xe Fig. ee not reproduced. 5 
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Other larger types of trench shelter will clearly be more vulnerable due to 
the increased risk of a direct hit, and to the fact that many of the lining 
materials used were less capable of distortion without rupture than the 
corrugated steel of the Anderson. 


(iii) The surface shelter (Figs. 8.3 and 8.4) 


The public surface shelter as originally designed was intended for use in 
streets, factories, etc., where trenches were not appropriate, due to the 


unfavourable nature of the ground or other causes. It was thought before the 
war that the main risk to be contended was that fran fragmentation, and the 


prime requirement was therefore to make the walls fragment=proof. In fact, 

the principal risk arises from the collapse of a shelter as a result of blast 
or earthshock, and if these risks are adequately met, the fragmentation risk 
will be negligible. 


The standard of protection aimed at was also mch lower than that 
subsequently achieved. The earliest surface shelters were designed to be 
proof against blast and fragmentation fram a 500 lb. bomb (TNT filled) at 
50 ft. and so they were. But it wes afterwards found to be possible to 
reduce this distance to 15 fte i.e. to nearly the standard of protection 
afforded by the Anderson shelter. Owing to its larger plan area, it was 
necessary for the surface shelter to be proof against a near-miss even closer 
than that required to damage an Anderson, in order to give a canparable degree 


of protection. 
At this distance the shelter had to be proof - 
(a) against the blast and fragmentation from a surface burst-bomb; 


(b) against the earthshock from a delay-fuzed bomb, and in addition, 


(c) the velocity with which it was displaced by earthshock had to be 
below the critical velocity for injury laid down in paragraph 8.3. 


We have already in Chapter VII discussed in detail the problem of the 
design of wall panels against blast. A shelter wall does not of course 
differ from any other in this respect so it is not necessary to recapitulate 
the calctlations given in that chapter. 


The conclusion reached is that walls of thickness 135 in. for brick or 
12 ime for concrete reinforced in each case against earthshock in the manner 
shown in Figse 8.3 and 3.4 are satisfactory fron the point of blast. It is 
also obvious that the performance will be-improved if the shelter is allowed 
to slide freely on its foundation, thus absorbing same part of the blast 
energy. We have also noted that these walls are virtually proof against 
fragmentations : 


We must, however, contemplate a form of failure which has not been 
covered by the fundamental investigations in the earlier chapters - the risk 
that the shelter. may disintegrate either as a result of the original earth- 
shock or more prokably as a result of the impact which occurs when the 
shelter strikes the ground again after being projected through the air. 


The earlier unreinforced surface shelters were particularly liable to 
collapse in this vay, and a large part of the full-scale experimental work 
carried out by Re & He Department..in the early part of the war was directed 
towards determining a design which would not collapse under severe earthshock 
conditions, and also to devising means whereby the original unreinforced types 
could be strengthened up to the required standard. 


A considerable number of full-scale tests were carried out with this 
end in view, a typical layout being that shown in Fig. 8.5. The designers 
were, of course, throughout handicapped by the necessity for extreme economy 
in the use of steel, which was, at that time, in very short supply, and in 
considering the designs which are shown as Fig. 8.3 and. Fige. 8.4 it mst be 
remembered that these forms were considered the best that could be done with 
the amount of steel available. orgs 
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The technique of design for these conditions had to a great extent to 
be improvised. The remarks made in chapter VII with regard to the treatment 
of a “one=life" structure, and with regard to the consideration of ultimate 
strength rather than elastic limit, of course holds good in this context. 
But it is not immediately apparent how estimates can be made of the forces 
disintegrating the shelter, and thus of the strength necessary to hold it 
together. A means of approach to this problem of the measurement of the 
disintegrating forces was found in cine-photography. A series of 
photographs were taken at a moderately high speed (say 200 frames per 
second), of the process of disintegration of an unreinforced shelter under 
the specified conditions. The velocities with which the various parts 
scattered could then be measured from the film, and hence an estimate of the 
disintegrating impulses could be obtained. 


One such photograph shown in Fig. 8.5a illustrates the way in which an 
ordinary rectangular brick shelter with reinforced concrete slab roof and 
floor breaks up and is demolished by a 500 lbe bomb buried 12 ft. 6 in. at 
45 fte from the shelter wall horizontally*. This photograph and others 
like it illustrate clearly enough what the task of the designer is =- 


(a) the separation of floor, roof and walls, as a result of "knock-on" 
effect must be prevented, 


(b) the shelter mst not be allowed to "fold up", ise. to assume the 
form of an elongated parallelogram. 


It is found that the forces necessary to prevent the separation of 
the various elements of the shelter are not large. A very small 
percentage of steel reinforcement (as little as 0.06 per cent by volume 
has been used), if carried continuously from the floor through the walls 
and into the roof, is sufficient to keep the whole structure togethers 
When a very low percentage reinforcement is used, however, it is usual to 
provide cross-walls at intervals along the shelter length, as shown in 
Fig. 8.., with a view to stiffening the section, and preventing "folding up". 
The floor, which was omitted in some of the earlier types, is almost a 
necessity for the same reason. Photograph 8.7, taken under the same 
conditions as 8.5a, illustrates the success of these measures. 


The comparatively low percentage reinforcement necessary to keep the 
shelter together can be easily demonstrated by a calculation as follows:- 


Suppose that an unreinforced shelter is tested under the specified 
conditions, and the maximum relative velocity of roof and walls is 
measured photographically and found to be 5 ft./sec. in a shelter of area 
30 ft. x 8 ft. having walls 1 ft thic 8, Then the kinetic energy of the 
roof, assumed 5 in. thick, and of density 144 1b./cu.ft. is 


£0525 ft. Ib. /sa.ft- 


In this plan there are 72 ft. of wall supporting an area 240 sq.fte, 
so that the kinetic energy of the roof per foot run of wall is -. 


ft-lb. 


fhe work done in extending the reinforcement is necessarily less than this, 
since mich of the energy will go-into elastic vibrations of the roof, etc. 
Then, if there are A sqein. of reinforcing bars per foot run of wall, 
having yield stress 50,000 1b./sqein. the extension of the reinforcement 


= In the actual tests 250 kg. (550 1b.) German S.C. bombs were used. 
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is necessarily less than ft. given by - 


4 60 x 25 x 240 
A 8 50,000 = See 


For 0606 per cent reinforcement in a1 ft. thick wall A = 0.06 x 1.44 so - 


60 x 25 x 240 3 ‘ 
x 72 x 50 Bae C00 x 10h, tte = +22 in. (approx, ) 


The separation of roof and vall cannot therefore be more than z in. 
and will probably be much less. In practice it is quite probable that 
not even a crack would appear there. 


This calculation is an example of the use that can be made in design 
on the one hand of structures which are specifically intended to fail, and, 
in failing, to give information about the forces causing failure, and on 
the other hand of the cinematog 
which has been widely u 
problem of earthshock m 
simple equipment. The photographic method al 
information necessary to ensure that requiremen 
velocities imparted to personnel in the shelter are not such as to cause 
injury, regardless of whether the shelter is damaged or not. Walley's 
paper’ indicates that the velo d to the shelters are lower 
than the threshold in ed in paragraph 8.3, but not 


r to strengthen the shelt 


more detail, when we come to the consi 
(Chapter 1x). 


ructed on reads 

impact of heavy 
masses of masonry, or perha jected into the 
roof at moderate velocities. d. that the 
velocities likely to be achieve ge missiles as a result of the 
explosion of a buried bamb are not likely to exceed about 70 ft./sec. 


7 per cent 
ie strength under a central load 
A weight of 7.9 lb. vas dropped from various heights 
on this slab, and it was found the energy: required to hole the slab, when 
the load was distributed over an area 3 ine square was in excess of 
200 fte/lb. When a cast iron ball was used as striker so that the ares 
loaded was smaller, the energy required was about half as much. 
damage caused was quite local, suggesting that for impacts at moderate 
velocity the method of Support of the slab is not a matter of the first 
importance. i 


If the bomb explodes immediately below the road surface the velocities 
will be much higher, but the concrete will be broken up into mich 
smaller pieces. 
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Applying the dimensional theory outlined in Chapter VI we find that a 
rigid mass of 63 lb, falling with velocity 40 ft./sec. on to a slab 5 in, 
thick, similarly reinforced, would just fail to hole it, provided that the 
area of contact was not less than 6 in, square, In the rough and ready 
demolitions carried out at the end of the war, a weight of 22 cwt, was 
dropped 4-5 ft. on to such roofs, and only succeeded in making a hole by 
repeated impacts on the same point, On this basis it may therefore be 
expected that the occasions on which shelter roofs of the type shown in 
Figs. 8,3 and 4, will be holed by debris will be very rare. Experience 
has confirmed this conclusion, Of shelters built experimentally on 
concrete roads with reinforced concrete roofs 5-6 in, thick only one was 
holed by debris in a test under the specified conditions, Cases in which 
shelter roofs have been holed by debris in actual raids are so rare as to 
be almost non-existent. 


All the causes of injury enumerated in paragraph 8,3 have now been 
considered, except (d) fragmentation injury and (f) direct blast injury. 


In Chapter III we pointed out that walls of the thickness shown in 
Figs. 8.3 and 8,4 would seldom, if ever, be penetrated by fragments from 
bombs bursting outside. At the standard 15 ft. distance from the 500 1b, 
bomb, we showed in Chapter III that the "mass fragmentation" effect would 
powerfully reinforce the blast effect, but in Chapter VII we argued that 
these walls would be adequate to resist both acting together, The risk 
from fragments entering by way of doorways, must of course be combated by 
providing a suitable "baffle" wall, covering the entrance (or possibly, a 
suitable fragment=proof door), The complexity of the baffling necessary 
will vary according to the design of shelter used, but in general it should 
be such that no fragment can enter the inhabited part of the shelter without 
at least one ricochet. 


A direct measure of the vulnerability of the normal brick surface 
shelters is not easy since no one standard design was built in large 
numbers, The shelters actually used were for the most part strengthened 
versions of the original unreinforced brickshelter, and a number of 
different systems of strengthening were employed, For example, the 
exterior of the shelter might be covered by a steel mesh, held in position 
by an additional 44 in, brick skin, and by additional concrete on the roof, 
Alternatively, a similar plan could be adopted in the interior (Fig. 8.7) 
but in so doing the shelter was rendered considerably safer than the 
reinforced type designed ab initio as in Figs. 8.3 and 8.4, The walls 
were 18 in, thick as opposed to 133 in, thick in the reinforced design, 
and the roof is also thicker, These increases in weight will improve the 
performance substantially both against blast and probably also against 
earthshock, 


The evidence of field results is that such a strengthened shelter will 
not be damaged seriously by blast from a flying bomb at distances greater 
than about 35 ft. This test is almost certainly appreciably more severe 
than that imposed by the 250 kg. S.C, bomb (filled TNT) at 15 ft. and 
accordingly the shelter is somewhat safer than the standard laid down, 

The reinforced brick shelter Fig. 8,3 is probably only just up to the 
required standard, although the reinforced conerete is also slightly better. 
The vulnerable area for the strengthened type could not be estimated with 
any degree of confidence from the comparatively small amount of field data 
available, but what there is suggests a value of about 2,700 sq.ft. against 
the flying bomb. When attacked by a blast weapon the shelter is thus 
markedly inferior to the Anderson type. When the attack is by penetrating 
bombs, however, there is little difference between the two, 


The public surface shelter is, however, particularly vulnerable to one 
form of attack which has not materialized in an acute form in this war, 
There would be no difficulty about designing a bomb of weight about 10-15 1b., 
charge-weight perhaps 2-3 lb., which would be capable of penetrating the 
roof of thickness 8 in, or less and exploding inside, The casualties from the 
internal explosion of such a bomb would be heavy, and even allowing for the fact 
that owing to fuze defects some bombs would detonate either before penetrating 
the roof or after passing the floor, the average vulnerable area is likely to be 
perhaps 100 sq. ft. or more, The vulnerable area per ton aircraft load is then 
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about 20,000 sq.ft. - more than four times that for the large blast weapon. 
Such a weapon will be relatively less effective against the smaller shelter 
types, such as the Anderson, owing to the small area which they present to 
direct hits. 


In addition to the public surface shelters, illustrated in Figs. 8.3 
and 8.4. several other types of brick surface shelter were in use. ‘The small 
domestic type of shelter illustrated in Fig. 8.8 were intended to replace 
the Anderson shelter when the ground was unsuitable for subsurface construction. 
Some of the earlier types had arched or corbelled roofs, with a view to 
economy in steel, but this construction has obvious weaknesses under earthshock, 
and the usual flat roofs tied by reinforcing to the walls are mich to be 
preferred. ; 


The “commnal" type illustrated in Fige 8.9 consisted in effect of an 
amalgam of small "domestic" shelters constructed together. The weight of 
the whole was naturally greater than that of the less heavily partitioned 
public shelter, and for this reason it was probably slightly safer, 
particularly against the "small bomb" attack envisaged above. In general, 
however, all these surface brick shelters, when strengthened up to the 1944 
standard could be considered to provide approximately comparable protection, 


(iv) The “indoor” shelters 


The use of strengthened basements or other strengthened rooms as 
shelters was widespread early in the war. Provided that the buildings chosen 
for this purpose were suitable, and that the strengthening was adequate, 
these shelters afforded a fair measure of security, particularly against blast 
weapons. In general the requirements were:- ‘ 


(1) the strutting should be such that the roof was capable of 
supporting the entire debris load of the building above if it completely 
collapsed, and moreover should have enough lateral stability to eliminate 
the possibility of collapse when the roof was loaded unsymmetrically by 
the collapse of one part only of the building. 


(2) The strutting should be so placed that, in the event of the 
destruction of one or more walls of the shelters by earthshock from a 
near-miss, it would not be damaged to.an extent which would render it 
incapable of supporting the debris load resulting from the collapse of 
upper floors. This could be done by placing the main struts at some 
distance from the exterior walls = never against them. Other minor 
modifications, such as the bricking up of area lights, etcs, were also 
made, and where the shelter was large in area, it was subdivided by 
partition walls comparable in strength with surface shelter walls in 
order to reduce the lethal area of a bomb of medium calibre penetrating 
into the shelter. : 


The degree of protection afforded by such a shelter was to a very large 
extent governed by the nature of the building in which the shelter was placed. 
In a modern steel-framed building the risk in a basement shelter was very 
small - probably not more than 1//Oth as great as that in the Anderson, if 
the improved occupancy is allowed for, and by bricking up windows, etc., an 
equally good shelter could be constructed on the second or third storey of 
such a buildings Moreover, the weight of debris falling on: the roof of the 
shelter consisting, in a framed building simply of demolished partition walls, 
etc.e, can usually be easily carried by the frame without additonal strutting, 
provided that the roof of the shelter is sufficiently substantial to prevent 
local collapse. Much the same is true, though the risks were slightly greater, 
in a reinforced concrete framed building. In any future plan for the 
protection of the public the utilization of such buildings, which are likely 
to be more numerous in the future than they have been in the past, may be a 
prime consideration. : 3 


x For a discussion of steel and reinforced concrete framed buildings cf. 
Chapter X. 
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In multi-storey load-bearing buildings of the "monumental" type 
protection is fairly good particularly against bombs of small or moderate 
calibre. When the attack is by large bombs serious calamities are likely 
to occur. The weight of debris falling on a shelter if a large part of 
the building above is demolished is very great, and the time taken to extract 
the occupants of the shelter if they have survived, is proportionately long. 
Although such shelters may be of value in providing “quick” protection for 
persons working in these buildings they cannot be regarded as satisfactory 
as a standard type of public shelter. 


At the other end of the scale we come to the problem of the provision of 
a suitable indoor shelter which could be used in the millions of small two- 
storey houses, terraced, detached or semi-detached, which exist in the 
country. Few of these houses have cellars or basements and even where these 
exist, they do not provide any satisfactory protection since the occupants 
cannot be situated very far from the external walls, and these are as liable 
to collapse by earthshock as a trench shelter constructed of a non-ductile 
material. Such a collapse of an external wall is likely to cause injuries 
at close quarters even if strutting prevents the collapse of the house as a 


whole. 


On the other hand, it was clear by the end of 1940 that an indoor shelter 
for the small house was urgently desirable. The occupancy statistics 
(paragraph 8.4.) alone argued strongly in its favour, and indeed the idea had 
been mooted at a much earlier date. The objections which were then fore- 
seen were as follows:=- 


(a) the shelter could not be. such as would decrease substantially 

the living accommodation in the house, which was, as a rule, already 
fully utilized. This objection was fatal to most plans for "strutted 
rooms", etc; : 

(b) the shelter must be capable of sustaining the debris load resulting 
from the canplete collapse of the house; but access to it, - and escape 
from it - must be as easy as possible» It was greatly feared that if 
persons were trapped in such shelters the onset of fire would put an 
end to the usefulness of the shelter. 


It was to meet these objections that the well-known “Morrison" table shelter 
was introduced; and since this shelter has been, on the whole, the most 
successful in practice in this war, we shall devote some attention to it. 


(v) The Morrison table shelter 


Fige 8.10 shows the design adopted. The details were to same extent 
determined by the material which happened to be available for the purpose at 
the time. ) 


The plan area 6 ft. x ky ft., while giving adequate room for 2 persons 
to sleep (4-5 persons were accommodated in a "2-tier'"t shelter) was not much 
larger than that of the ordinary table which the shelter was intended to 
replace. The steel-mesh curtains forming the sides could readily be 
removed and provided means of access from any direction. It was found 
that the fears of the pre-war advisers on the subject of fire in debris 
were not justified. Where a house was so completely demolished that the 
occupants of the Morrison were left with no route of escape the lack of air 
supply at all points, except those exposed on the surface of the heap of 
debris, combined no doubt with the quantity of stone dust suspended in the 
atmosphere, made it almost impossible for fire to maintain itself in the ruin. 
Indeed, such demolished houses acted as effective fire-breaks in incendiary 
raids. True, houses which were only partially demolished or severely damaged 
were particularly susceptible to fire; but in such houses the occupants of 
a Morrison usually had at least one route of escape opene 
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It may be that in the extremely intense fire "tempests" caused by 
the heavy R.A-F. raids against German cities late in the war, this wuld 
no longer have been true. I+ has been stated that in the heavily built 
up zone in the centre of a city, when almost every building was on fire, 
escape by way of the streets became impossible, and casualties due to 
fire among persons in otherwise undamged shelters were very highe This; 
of course, suggests that any type of shelters should be built in an open 
space and not among a concentration of inflammable buildings. Under the 
conditions in which the Morrison shelter was most widely used, however, 
in small houses in areas where the building density was comparatively low, 


it be that no fire tempest so severe as to prevent escape from the 
affecved area could have been induced. 


’ The height of the shelter was made low enough to be below window 
sill level in the average room, and the position in which the shelter vas 
placed was selected to be as far as possible out of range of flying glass. 
By the methods of Chapter III we can predict that ordinary 9 in. brick 
walls of a twoestorey house were very nearly proof against fragmentation, 
especially from the higher charge-weight ratio weapons, and that even a 
43 ine brick partition offers a substantial measure of protections 


The main structural requirements were laid down from a detailed 
consideration of the loads which would be applied to the shelter when the 
house -containing it was demolished. 


The shelter had to be capable of sustaining - 


(1) A dead load of 320 lb./sqe ft. laid over the whole area of its 
"roof". or tope - 


the maximum floor area which can strike the shelter when placed in 
a@ room in which the supported span is 1. ft), ise. the total of the 
dead load and superimposed load on timber floors of normal domestic 
occupancy, falling flat on the shelter from a height of 6 ft. 


f2) The weight of an area of floor 1) ft. x 6 ft. 6 ine x 20 Lbe/sqefte 


(3) ‘The same area of floor, loaded similarly, hinged about one yall, 
and falling from the same height to strike the edge of the shelter 
in an oblique direction. 


(4) A horizontal load 160 lb./sq.ft. applied on any side (to resist 
the horizontal thrust from the debris in a collapsed house). 


A full discussion of the design of a shelter to meet these specifications 
will be found in R.C. 20) "The design and testing of the table (Morrison) 
indoor shelter". The procedure may be summarized as follows: - 


(a) The frame is designed in accordance with the procedure of 
Chapter VII so that the members are capable of absorbing in plastic 
bending without excessive displacement the energy imparted to them by 
the impacts described. 


(b) The other parts, e.g. the top plate and the side weld-mesh 
curtains, and the bottom "mattress" are desiged to develop the full 
strength of the frame. ; 

Actually, the 22 gauge (.031 25") plate would be sufficient for the purpose, 
but in fact a Zin. steel vas used since a supply of the thicker plate vas 
more readily available. It was the original intention to secure the steel 
laths of the mattress by bending over the botton angles and securing to 

the side panel studs. In order to facilitate bundling of the laths 

for transport this plan was abandoned in favour of attachment by hooks 

and springs. Experience, however, showed that although the latter plan 
was reasonably satisfactory, the mattress was inclined to break away 

from the frame under severe conditions, and it might have been worth vhile 
to retain the original design. 
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Thé various designs evolved by R. & E. Department, together with a 
mumber submitted for consideration by independent designers, were tested 
"ad hoc" under the conditions described above. Fige 8.11 shows a test 
being carried out under conditions (3)e Small deformations of the 
shelter under tests (2) and (3) were considered acceptable, provided they 
were not so large that the occupants would have been endangered. In the 
actual tests, the rectangular block of masonry of weight 336 1b. dropped 
centrally on the shelter was substituted for the floor described in (2) 
and constituted on the whole a more severe test. 


The only risk which remains to be considered is that arising from 
the shelter and the occupants being thrown about by blast or earthshock. 
This risk can never be entirely eliminated, particularly in a light shelter; 
but the Morrison design aimed to reduce it in several vayse 


In the first place, the shelter was always provided with a floor of 
interwoven steel strips, which ensured that if the shelter was lifted, the 
occupants went with it. Without this floor there would be a serious risk 
that the occupants would be injured by quite a small displacement of the 
shelter. Secondly, the mesh sides ensured that there would always be very 
complete and rapid diffraction of plast inside and outside the shelter, 
so that no large velocity would be imparted to it by blast. Finally, the 
horizontal ties at floor level, in addition to contributing greatly to the 
stiffness and stability of the shelter, went far to ensure that the "legs" 
of the table would not be driven through the floor on which the shelter 
stood, with resulting crushing of the occupants between floor and roof. 


Turning now to direct field experience of the behaviour of Morrisen 
shelters, we find that, as far as delay-fuzed penetrating weapons are 
concerned, this is almost entirely lacking, since the shelter did not 
come inte common use until the period (after the middle of 1941) when the 
enemy confined himself almost entirely to blast weapons. We have however 
some reliable information, again collected during the flying bomb attack. 
We can relate the four variables - . : 


(i) casualties to occupants 
(ii) damage to shelter 
(4ii) damage to house in which shelter was placed 
(iv) distance from bomb 
For this purpose we can define the following categories of shelter damage:- 
Mi Shelter destroyed (minimum distance between mattress and top 
reduced to less than 12 in. as a result of buckling of the top 
plate, or distortion of the frame) 


M2 Heavy damages (minimum clearance between mattress and top mors 
than 12 ine but maximum deflection of top more than 9 itt) 


M3 Slighs damage (deflections less than 9 in.) 
Table 83 gives the relation between the type of damage suffered by 
the shelter and the condition of the house (classified as notes to Table 8.2) 


in waich the shelter was placed. 


TABLE 8.3 
FATE OF MORRISON SHELTERS IN DAMAGED HOUSES 


Number of shelters damaged to the category 


Category of house damage j>———— 


3. <44- 
48 0 
64 (0) 


z If the shelter was not occupied, information about its behaviour vas 
sometimes unobtainabis< 


athe 


It will be seen that out of 39 shelters of known behaviour exposed in 
houses which were to all intents and purposes totally demolished, only two 
were seriously damaged, while of 109 shelters in houses seriously damaged, 
all survived. 


This extremely small number of shelters heavily damaged makes it 
impossible to determine from practical experience what is likely to happen 
to the occupants of such shelters. Of the five occupants of the two 
shelters referred to above, only one was injured. Table 8.4. below 
corresponds in all particulars to Table 8.1 for the Anderson shelter. 


TABLE 8.4 


DAMAGE AND CASUALTIES FOR MORRISON SHELTERS 


s The best that can be done with these rather fragmentary results is to 

group all the damaged shelters together. We can then find that for persons 
in Morrison shelters within 51 ft. of the point of burst the proportion of 
casualties will be as follows:- 


No. exposed _to risk No. killed K + S/I K + SA + t/t 
1 : 


100% ie 17.6% 29.4% 


The persons further away from the burst are practically safe. The vilnerahie 
area for killed and seriously injured which results, is 1,40 Sqe ft. = an 
even lower figure than that already quoted for the Anderson shelter. 


It will be realised, of course, that the more effective a shelter is the 
less reliable will be the numerical information relating to its performance. 
As the number of casualties occurring in the shelter decreases, the variations 
in the number due to chance factors necessarily form a large proportion of the 
wholee On the other hand, as we noted earlier in this chapter, it would be 
a cardinal error to attempt to increase the number by investigating, for the 
purpose of vulnerable area determination, only those incidents in which 
casualties had occurred. All incidents in which the shelter is "exposed to 
risk" under the assigned conditions must be investigated, or, at any rate, 
if a selection is made, the basis of it must be quite arbitrary, and must not 
be related in any way to the performance of the shelter. 


Although, for the reason given above, we have no direct information as 
to the effect of penetrating bombs against the Morrison shelter we may 
anticipate that the vulnerable area per ton of bombs will not be greater and 
may well be less than was the case with the blast weapon. The house damage 
per ton of bombs, will certainly be less, for example, from 4-250 kge SoCo 
or 2-500 kg. S.C. delay-fuzed than from a 1-ton blast bomb, and accordingly 
we may expect some reduction in the vulnerable area for Morrison shelters. 


The small 10-15 lb. bomb, which is a menace to the surface shelter, is 
also dangerous here. Such a bombs; exploding in the same room as the 
Morrison would certainly expose the occupants to a severe risk. But the 
problem of fuzing such a bomb to explode between (say) 15 ft. and 25 ft. 
below a roof of variable weight, after ‘passing through an upper floor 
containing a variable amount of furniture of variable resistance, would be 
very difficult, and it would not be surprising if not more than 1/5 of all 
bombs striking on the required area exploded at the right level. If, as 
may well be the case, even these bombs kill or seriously injure only half 
the shelter occupants the vulnerable area per ton will be found to be no 
more than that for the large blast weapon, 
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On the whole, therefore, the Morrison shelter can be regarded as the 
best (though not incomparably the best) solution to the problem of the 
shelter of the occupant of the small house. This is especially true when 
“occupancy” figure is taken in to account. It is probable that the shelter 
could also be used in the lighter types of three-storey buildings, though 
the time of rescue of the occupants, in cases where the shelter is buried, 
is likely to increase sharply with the weight of debris covering it. 


(vi) Tunnel shelters 


The physical data on which the design of tunnel shelters mist be based 
has already been‘given in earlier chapters. In Chapter II we described 
the propagation of blast in tunnels, and in Chapter IV we gave the 
conditions under which spalling or collapse of the tunnelled rock could be 
expected. Ail that is necessary here is to refer to the question of 
vulnerable area. 


We must here differentiate sharply between the effect when the bomb 
explodes in or very nearly in the tunnel, and the effect when it is 
sufficiently far away to cause nothing more than spalling of the rock. 

In the latter case, a local block may occur; but provided that the 
shelter is furnished with an adequate number of exits so that no large 
number of people can be trapped by a single fall, casualties will only 
occur in the limited area in which the fall has taken place. On the 
other hand, when the bomb penetrates into the tunnel casualties are 
likely to be numerous, not so much as a result of direct blast effects, 
as. in consequence of the very large “windage" effects which will cause 
injury both as a result of people being violently displaced themselves, 
and as a result of the violent displacement of loose material of ail kinds. 
It is therefore essential that in a tunnel shelter which is at a depth at 
which there is even the barest possibility of penetration, the shelter 
should be intersected either by numerous blast traps of the kind described 
in paragraph 2.7 or by extremely strong and heavy blast walls, or both, 
the number of persons within any one subdivision being strictly limited. 


Tunnel shelters have not been used much in the United Kingdom (with 
the exception of the London tube railways, to which we shall refer again 
in Chapter XIII), and for an example of a tunnel system in practice, we 
must return to the German constructed V-weapon sites in the Pas de Calais 
mentioned in Chapter IV. As we stated, a tunnel system for which the 
overhead cover above the crown of the tunnel arch was 95 ft», was 
attacked by 12,000 1b. M.C. bombs fuzed a delay long enough to ensure 
that the bomb came to rest before exploding. Actual casualty figures 
for this attack are not available, but if we assume that all persons in 
the portions of the tunnel completely blocked or very heavily spalled by 
debris were casualties, we find a vulnerable area of 65750 sqeft. per 
bomb, or 1,260 sgeft. per ton aircraft load. One of the bombs however 
blew through" into the tunnels which consisted of a rectangular system 
without blast traps or subdivisions of any kind. This bomb would almost 
certainly have caused many additional blast casualties so that the total 
vulnerable area per ton may have been in excess of 2,000 sqefte per ton = 
about the same, against this type of bomb, as the small shelters we have 
described earlier in the chapter. Of course, tunnels at such a depth 
would be virtually safe against bombs of smaller calibre, such as would 
commonly be used in attacks on towns. Indeed, in considering the 
safety of the smaller shelters it is not necessary even to consider if 
the protection against specially heavy weapons is adequate. The 
necessity to do so in considering tunnel systems arises from the 
following considerations; - 


(4) A tunnel system constructed to accommodate only a few people is an 
absurdity. If the overhead cover is to be afiequate a large part of the 
cost will arise from the construction of entrances, shafts, etc., and 
these, once constructed, could probably without much addition be used to 
serve a tunnel system of much larger dimensions. 


(2) A tunnel system will therefore be constructed only when a large 
number of people (say 5,000 = 30,000) are to be accommodated. 
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(3) The plan area of the system so constructed will be considerable: not 
less than about 1 acre per 2,000 persons, and thus with modern bombing 
technique it will be possible to be sure of hitting it with a limited 
number of aircraft, even if the bombs required are so large that each air~ 
craft carries only one bomb. 


(4) With a population scattered over the whole town in a large number of 
dimivaxrive shelters it is useless, from the point of view of causing 
casualties, to attempt to aim at any selected point; but if a large 

number of persons are collected in a single shelter, it may very well be 
considered worth while, as part of a policy directed against public morale, 
to attack this shelter and to select that type of bomb which is necessary 
for the purpose, 


Thus in designing small shelters, one has only to reckon with those 
weapons which are likely to be used for attacking any targets which happen 
to be in the district considered; but when a really large shelter is 
contemplated every weapon, including those which would be specifically 
Selected to attack the shelter itself, must be taken into account. By 
collecting large numbers of people together in a tunnel one creates a target 
where none existed before. : 


A large tunnel system can therefore only be quite satisfactory if placed 
at a depth at which there is no possibility of perforation, What depth will 
in the future be necessary to meet this requirement is, of necessity, a matter 
for speculation. If we consider only weapons now produced *, it seems that 
about 160 ft. of chalk or equivalent depths in other rocks should suffice. 

But if a means is found to delay detonation in a weapon of a high-velocity 
rocket type, the equations of Chapter I show that this figure may become 
quite inadequete, 


It should be noted that these considerations do not apply to the 
accommodation of small numbers of persons in existing tunnel systems provided 
that the cover is reasonably adequate. Where very large underground works 
exist at depths less than that required for complete safety it may even be 
possible to utilize them to accommodate a reasonable number of people 
provided that on the one hand the population density in plen is not large 
enough to present an attractive target to the enemy, and on the other hand 
that the twanels are provided with such substantial sub-divisions that the 
effects of an internal explosion are confined within a reasonably small area. 


8.6 The “calamity” risk 


It will be realized that the remarks above in reference to tunnel systems 
applies, mutatis mutandis, to all large shelters. Not only is a large 
shelter more likely to be deliberately attacked, but, in addition, when 
Successfully attacked, the large number of casualties resulting simultaneously 
constisuses a much more serious problem than an equal number distributed in a 
number of small incidents over a period of time. Rescue and medical services, 
for example, are very much better able to cope with a continuous. trickle of 
casualties than with an equal number arriving together; and it is widely 
believed, though as fai as the writer is aware, it cannot be proved, that such 
calamitous incidents have an adverse effect on morale. 


For these reasons the British policy has been throughout this war to 
eliminate as far as possible the "calamity" risk by never concentrating a 
large number of people in a single shelter except when an extremely high 
degree of security could be offered. A large shelter, to be as safe as a 
small one, has to be a great deal safer. 


—_—————————————— 


* Written in June, 1945. 
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APPENDIX 
THE DISTRIBUTION OF EXPENDITURE? 


In the preceding pages, we have reviewed briefly the essential 
structural requirements in a shelter. We have shovm that in many cases, 
advantage can be taken of existing buildings to provide protection better 
than that which could be provided ab initio for the same expenditure. 
Evidently then, the form which shelter provision should take in a given 
locality should be governed in many cases by the local conditions, by the 
nature of the existing buildings, by the local availability of materials, 
etc. Nevertheless, it is useful to consider briefly the quite general 
problem of the way in which a fixed expenditure, available for protection 
of a given area - say a large industrial towm - should be distributed. 


Suppose that the area under consideration can be divided into a number 
of localities of area S1 Sp S35 --+ee Sqe miies. in which the expected 
density of attack is Nj No Nz ..+.. ton/sq. mile, and suppose that the 
protection provided in these areas is such that the mean vulnerable area 
per ton for the inhabitants, (when allowance has been made for occupancy) 
is Aj Ap Aze The chance that any one person will become a casualty is 
then Ny Ay;,No Ag,Nz Az respectively, provided that these fractions are small 
compared with unity and, if the population density is Dj D2 D3, etc», the 
total number of casualties is - ee 


N4A,D4S4 + NoAoDo59 + NzAzD38 3 @cocccecccee (8.6) 


Now let us suppose that the relation between vulnerable area and cost 
per head of population is - 


G- 2 t-* 
and that the values of C corresponding to A,,Ag,A3, are Cy5Co,C03z. 
Then we have the total expenditure C given by 


D840, + DgSoCo + Dz83Cz +- 0 = 6. wevcese (807) 


Various “policies" are of course possible. For example, we might decide 
that a constant expenditure per head of the population should be made 
throughout (Ay = Ag = A3, Cy = C2 = C3). In equity, it might be argued 
that everyone ought to run as nearly as possible an equal risk 

(Nya, = NoAp = N3A3) or taking a somewhat more hard-headed view, that the 
objective is to minimize the total casualties given by (8.6) above. 


If we accept the “equal risk" theory, we have of course - 
<a k =" k 
Ay =H, Ag = To etce sel aieieiate eve! GeO) 
and k is determined by substituting C,,C2,C3 in (8-6) 


If we accept the “minimum total casualties" therefore, we can proceed 
as followss= - 


Suppose that we make a sm1l increase in the expenditure in zone (1) 
AC, » at the expense of zone (2). then we have 


DS, AC,+D,8, AC, =0 seedeceess (8.9) 


But AG =(BF) Ga), + BG, -(§2), GA), eeteciisieeenl (Geil) 


So thus DS, a) (sa), + D,S, (5), (sa), <0 wSirhare bans (ost!) 


x It is here that the argument lacks generality. This function is not 
single valued but depends on the local circumstances. 
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Since the total number of casualties (8.6) is an absolute minimum, 
the effect of this small change in expenditure must be zero and 


N4D48, (8 A)4 + NoDoSo (S A)2 = 0 eiieaatew tanto) 
Eliminating between (8.11) and (8.12) we find 


Big 59 iia sr) reese pene ktet 
, N, Sf) Nz \SA/2 (S19) 
and by making similar small changes in C3, etce, we find that this 
equation can be extended to all indices and since on our hypothesis C 

is a fumction of A only, we can write - 


R & 
NM $3) = No ay = N3 (64), CtCe cecve (8.14) 


We note that if the equation relating cost and vulnerable area is of 
the form : 


A= AB: des aueves tGetS) 


the equation (8-7) obtained on the "equal risk" hypothesis is identical 
with equation (8.14) obtained on the "minimum casualties" hypothesis. 

In certain areas which do not lend themselves readily to any one type of 
protection, the equation may well be approximately true, but very often 

it will be found impossible to improve protection by increased expenditure, 
at the rate required by (8.15), so that if it is required to retain the 
‘minimum casualties" hypothesis, there is nothing for it but to admit that 
See inhabitants of the most heavily attacked area must accept a greater 

By °° 


The defence of an essential command post, or military fortification, 
offers a parallel problem. Here the alternatives are to have one 
immensely strong erection, having an exceedingly smail vulnerable area, 
or to have several duplicate posts of less strength. Suppose the 
vulnerable area of the single unit is Ay, the density of attack being Dy. 
Then the probability of destruction is 1 - e “41. In the alternative 
case, N similar units each have vulnerable area Ay and the probability 
that they will all be knocked out is:- (1 - e “AnD1)N, 


The cost of the single unit is Cy; and for equal expenditure, the 
multiple units of course cost Oy = Lak - Thus duplication is undesirable 
provided that = N 


=A, 1- — AnD, C/e ; 
|-e < . | JE ae tacinre (8.16) 


Now if AyD, is small, equation (8.16) can be written in the form - 


AaDy < (ayy) “1422 
er, for the case when duplication only is contemplated 


A4Dy </ApD, 


Thus, for example when AjDj = 1 ; duplication is worth while unless the 
single structure is ten times Wer than each of the duplicates. 


If AyDy is large ( >1) we proceed as follows:= 
Duplication is undesirable if ~ 
dite MIEN Re tet ee: ig aes 
eM > penhoD _ g 2A 


# This can be very easily demonstrated if we take occupancy into account. 
Suppose that a Morrison shelter has a vulnerable area % that of an 
unprotected house, and that its “occupancy” is 80 per cent. Then in an 
area attacked three times as heavily, a perfect shelter (one of vulnerable 
area zero) would have to have an occupancy of 95 per cent - an almost : 
impossibly high figure - to give an equal risk). 
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Now since AgDj is still larger,the last term can be neglected, and we have 
duplication undesirable if 


eAID1 te Aad 


AiD1 AgDi + log $ 


Thus the larger A1D1 becomes the smaller must be the ratio Ao/Al in order 
that duplication may be worth while. If the risk to the single 
installation is high (AJD1 1) the duplicates have to be almost as safe as 
the original in order to offer any advantage. Duplication of defences is 
an excellent means of eliminating the risk of an unlikely calamity, but it 
is almost wseless for buttressing a forlorn hope. 


Of course, in the example we have quoted there are many other factors 
to be taken into account; for example, the persons manning the fortification 
may have their own opinion as to how strong it should be; but there are 

installations, such as communication cables, power supply systems, etce 
in which the whole basis of the problem is summed up in the few lines above. 
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CHAPTER IX 


"BOMB-PROOF" SHELTERS AND FORTIFICATIONS 


9.1 The meaning of "bomb-proof" and "banb-resisting" 


Ten years ago the word “bomb-proof" was self-explanatory. A building 
was “bomb-proof" if it could not be seriously damaged by any bomb capable 
of being carried in an existing aircraft. ven then, the requirements for a 
"“bomb=proof" shelter were onerous, and necessitated extremely heavy construction, 
but they were within the bounds of possibility, provided that only a moderate 
amount of "bomb=proof" accommodation was required within the building. 


At the beginning of the war, it was realized however, that a shelter, designed 
to be proof against the largest bombs then in service or under development, 
would require an expenditure of labour and material so large that it could only 
be justified in very exceptional circumstances. A few such "1939 bomb~proof" 
shelters or "fortresses" were constructed, mostly for housing an operational _ 
command headquarters of the fighting services, and this standard of construc- 
tion became knowm as "fortress protection". Judged by 1945 standards, it is 
not campletely bomb=proof, and indeed it is very doubtful if there exist 
anywhere, constructions capable of resisting the largest penetrating bombs 
now in usée™ 


Between the small shelters described in the last chapter, and the 
"fortresses" there was a very wide gap, both in safety and expenditure, and 
to bridge it a third standard of protection was introduced - the so-called 
"homb-resisting" shelter designed to be safe against bombs up to weight 
500 lb» This standard necessitated a roof about 6 ft. thick in reinforced 
conerete (as opposed to the 10-12 ft. roof of the fortress) the other dimensions - 
walls, and floors, - being in proportion. Although not many shelters of the 
bomb-resisting type were built in Great Britain, we have considerable direct 
evidence of its behaviour, a very similar standard having been widely used by 
our opponents. Many fortifications of the “Atlantic wall" were constructed 
approximately to this standard; and also a number of the formidable "Bunker" 
shelters, erected in the cities of western Germany, when it became clear that an 
effective reply was being made to the earlier German attacks on British industry. 
Naturally, a good deal of experimental work was done in this country, in order 
to develop means of attacking the Atlantic wall and the Bunker shelters were 
often hit during our large-scale industrial raids. 


Finally, a reference must be made to the last attempt made by the 
Germans to attain truly “bomb=proof" construction - in the submarine pens on 
the Atlantic coast, and on the “large sites", the huge concrete erections in 
the Pas de Calais which were intended to provide safe bases from which various 
ny" weapons could be aimed at London. When planned, these structures were 
undoubtedly believed to be practically bomb=proof (their roof thickness was over 
1€ ft»). The air campaign by which they were defeated forms not the least 
interesting narrative of the var. 


For the present purpose, we need make no distinction between shelters and 
fortifications. The latter are simply shelters with a special purpose which 
may modify their form, for example, by necessitating an embrasure, which some= 
what decreases the protection afforded, but in general the principles of 
design will be the same regardless of the purpose for which the shelter is 
intended. 


Furthermore, whereas in dealing with small shelters, we had at our 
disposal a number of totally different types of protection involving different 
materials used in different ways, in the present chapter we shall deal almost 
exclusively with one material = reinforced concrete - and the general form of 
the protection offered will not vary much. We shall find as before that both 
surface and sub-sueface shelters are possible in various conditions and that a 
wide range of geometrical shapes can be considered. In all types, however, 
we must provide a roof capable of resisting perforation, walls capable of 
resisting near-misses, whether in air or in earth, and a floor to resist the 
earth=shock from a more or less remote burst. Very occasionally, we may 
consider the use of armour plate for a special purpose, but the introduction 
of an entirely new type of “somb-resisting" shelter on an entirely new 
princip.s (as the Morrison was introduced in the middle of the war) seems 
most unlikely. f ‘ 


x= We exclude a number of very deep tunnels, mines, etc», which are not 
. constructions in this sens¢e 
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962 Methods of attack - direct hit and near-miss 


Obviously any structure is liable to receive a direct hit or a near-miss. 
The larger the plan area of this target the more important relatively will be the 
former. In the very small shelters described in the preceding chapter we were 
able to give a very fair measure of protection without attempting to provide 
any defence whatever against a direct hit from any but the very smallest bombs. 
Our whole aim was to reduce the area in which a near-miss could inflict serious 
damage. At the other extreme, in the expanses of the submarine pens, often many 
acres in extent, the risk of serious damage by a near-miss was practically 
trivial, and the whole purpose of the designer was first to provide a roof which Re 
would prevent perforations, and secondly, if this was impossible, to subdivide 4 
the interior in such a way that the area of damage caused by a bomb exploding 
inside was as far as possible restricted. 


The bombs required for an attack on a heavy concrete structure differ according 
to vhether the primary aim is to effect damage by direct hit or by near=misse 
The near-miss attack requires an "M.C." bomb of charge-weight ratio about 50 per cent, 
which will probably, though not certeinly, break up or detonate prematurely 
in the event of a direct hit. Two or three special types of bombs can be used. 
for a "direct hit™ attack; in general the charge-weight ratio of each is below 
50 per cent and so, if a near-miss is scored the earth-shock or blast damage will 
be less than would be the case with the M.C. type. Accordingly the attacker 
must make up his mind beforehand whether his primary aim is to score direct hits 
or near-misses, and mst select his bombs appropriately, knowing that if by chance 
his bombs score in the other category he will achieve less than maximum damage. 


Im practice, his choice is often influenced by the fact that his target 
consists not only of a mumber of heavy concrete structures but also of a complex 
system associated with them In fortifications, for example, there are likely 
to be trench systems for local defence, cables for power and communications, 
roads or railways for supply purposes and so one All these targets are best 
attacked by M.C. bombs, and for this reason the attacker will endeavour to retain 
these bombs - the nee7omiss type - wherever possible. A useful though inexact 
rule is that where the minimum weight of the bomb necessary to perforate the 
roof exceeds that of the bomb whose crater diameter (delay-fuzed) equals the 
width of the structure (the minimum plan dimension) then the attack should be 
by near-misse P 


It follows that there is a certain limit beyond which it is useless to, 
strengthen a small surface or sub-surface shelter.™ Suppose its diameter is 
30 ft. and that its floor is not more than 20 ft. below the surface, then a near- 
miss by am M.C. bomb of weight 4,000 1b. making a crater 60 ft. across will blow 
it out of the ground and will almost certainly put its ‘occupants out of action. 
A shelter of this size cannot therefore be protected against 4,000 1b. bombs, and 
thus to provide it with a roof more than about 12 fte thick, with a view to resisting 
bombs of this size or larger is practically useless. It will only prove useful 
if by some mischance the enemy elects to attack by direct hit. Of course, a shelter 
of the dimensions given is a most uneconomical proposition. A roof of this 
thickness can ssidom be justified udless it provides a considerable protected space. 


We have now to consider in detail the five main causes of damage to heavy 
concrete installations:- 


(4) Direct hit, with instantaneous fuze: explosion in contact with roof. 


(ii) Direct hit, with delay fuze: penetration or perforation followed by 
expLos?. tie 


(iii) Near miss, with instantaneous fuze: explosion near or in contact with 
walls above ground level. 


(iv) Near miss, with delay fuze: explosion near or in contact with walls 
below ground level. 


(v) Near miss, with delay fuze: explosion below shelter near or in contact 
with floor. 


NI 


x Assumed to be built on penetrable soil. On hard rock very great strength 
is possible in a small shelter. 
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We have already in Chapter I dealt at some length with the question of 
penetration, and in Chapter IV we have given some consideration to the effect 
of near explosions in earth. Some account mst now be given of the effect 

of contact and very near explosions in air, and we mst give further attention 
to contact explosions below the surface under conditions of confinement. 


9.3 Contact explosions in air 


Earlier in this book it has usually been possible to describe the effects 
observed simply in terms of the weight of the charge, and its position relative 
to the target. We can add definition to this latter phrase by referring always 
to the position of the centre of mass of the explosive. When we come to the 
study of contact explosions, however, it is no longer possible to leave out of 
account the effect of the shape of the charge, and as every student of 
demolition technique knows, the "closeness of contact", or absence of the most 
tenuous layer of air between charge and target has an important effect in 


increasing damags™. 


For our present purpose, however, we are assuming that the attack is by 
projectiles, whether air-borne or not, which are of a quite unsuitable shape for 
establishing geometrically close contact with the plane surfaces of a 
fortification. We can, therefore, assume that the attacker does not in 
general enjoy the benefits of a real. contact shot, ** and in what follows 
we assume that contact is never closer than might be obtained by placing the 
charge against the surface without any special precautions. 


In practice we are interested chiefly in a cylindrical charge of 
length about three to four times its diameter, either lying on the target with 
its axis parallel to the surface (the "sideways-on") or standing normal to it, 
wish one end in contact (the "nose-on" position). | For the most part ve 
shall be interested in cased-charges, of medium or low charge-weight ratio, 
though we have little or no evidence that case weight is a matter of importance, 
when contact charges are under consideration. 


The experimental evidence on this subject is not as complete as one could 
wish. A few generalizations, derived for the most part from small-scale 
experiments, may first be quoted. 


(3) Light reinforcement does not have mech influence in the size of the 
surface crater formed by 2 contact charge, but reinforcement near the rear 
face, particularly if in the form of a close mesh, may have an important 
effect in reducing scabbing. 


ii) The crater volume varies approximately inversely as the square root 

of the conarete crushing strength The tendency is for the depth 

of the crater to vary more than the diameter as the crushing strength varies@. 
There does not seem to be any very substantial correlation between the 

total thickness scabbed and the crushing strength? provided that the latter 
falls within reasonable limits (say 2,000-7,000 1b./sqeine) 


(342) The crater made in a slab only just thick enough to resist the 
exp.osion is substantially smaller than that in a thicker slab.? This 
somewhat curious result might perhaps be used as a starting point in the 
further investigation of the mechanism of crater formation. 


In Table 9.1 we give the results of a few full-scale and small-scale tests. These 
results are not complete; they do not, for example, enable us to say what is the 
minimum scabbing plate or rear mesh of reinforcing which will produce the effects 
described. However, they do suggest the following conclusion:=- A mesh of mild 
steel reinforcement of the order of 0-5-1 per cent by volume, concentrated near 

the inner face will retain the shattered concrete in the scab froma sideways-on 


x Except in the one important case - that of the "shaped" Monroe charge - which, 
as we describe below, works best with a specified "offset" or space between 
charge and targete 


sss Some small bombs have been constructed with plastic explosives which are supposed 
to flatten themselves into close confact on striking the target. Some infantry 
anti-tank weapons are of this type, but it has not been used on any appreciable 
scale for aircraft bombs or shells. 
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aomtact explosion and will not bulge outwards by more than about 1/7 

span (an acceptable maximum) provided that the thickness of concrete (inches) 
exceeds nine times the cube root of the charge-weight (1b.) (TNT or amatol). 
Similar tests have shovm that under the same conditions for an explosion 

in the "nose-on" position, the necessary thickness of concrete (in.) will 
be about five times the cube root of the charge weight (lb.) of T.N.T. 

and that in the absence of a rear scabbing or "soffit" plate, the concrete 
cover on the inside reinforcing will be displaced more or less violently 
unless the thickness is about double that specified. The use of the steel 
soffit plate on the interior surface is desirable in almost all cases. 

Very often this plate can be made to take the place of shuttering during 
construction, and thus serve a double purposs. 


Other experiments have thrown light on the effect of detonating a 
charge "nose-on" in a crater of the dimensions formed by the impact of 
a bomb of the corresponding sizee Provided that the target slab is thick 
enough to resist the impact penetration and scabbing at (say) 900 ft./sec. 
the subsequent explosion is not likely to add greatly to the damage, 
particularly if a soffit plate is provided. The crater diameter is — 
enlarged by the detonation, but its depth is often practically unchanged. 
It is a curious point that the thickness of concrete required to resist 
impact scabbing by M.Ce bombs dropped from high levels, is very nearly the 
same as that required te resist the side-on contact explosion of the same 
‘bomb, which might occur in a low-level attack with an anti-ricochet device. 
The following table of proof thickness calculated from the equations of 
Chapter I and from the rules given above will make this clear:- 


TABLE 922 


PROOF THICKNESS FOR BOMB=PROOF ROOFS 


"Proof" Proof thickness 
Bomb Penetration, Thi.ckasss perforated} thickness | to resist perfor= 
(German at 1000 ft./sec. | at 1000 ft./sec. to resist | ation by side- 
nedium=-case (in) in scabbing | ways-on contact 
; shot (in)# 
ii iii i 


50 kg. S.C. 35 
250 " R 6 
82 


We note that the difference between column (i) and colum (34:1) always exceeds 
5/9 x colum (iv), the thickness perforated by a nose-on shot. 


The use of a high charge-weight ratio bomb would increase the thickness 
necessary to resist the sideways-on explosion without increasing the lead on the 
aircraft, but in general this form of attack is not greatly to be feared. At 
best it can do only local damage in the interior, less serious than that which 
will be caused by an internal explosion after perforation of even a small bomb. 


The experimental evidence on the question of the effect of decreasing the 
percentage of reinforcing is quite inadequate. The argument of Chapter VII 
suggests that a reduction fromm per cent to n per cent in the percentage of 
steel, (retaining the same distribution) will reduce the energy-mass product 
in ratio not exceeding n/m If, as is probabily the case for the very large 
thickness-span ratios which we are dealing with here, a large proportion of the 
strength comes not from tension in the reinforcing but from arch action in the 
-comcrete, then reduction in the percentage reinforcing will have an even smaller 
influence on the resistance. An increase in thickness from t to t', however, 


a A A 


% The presence of rear reinforcing and scabbing plate is assumed. 
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produces an increase in the energy-mass products of at least (¢)? or =) 


if arch action is important. ‘Thus, as far as resistance to "bulging" and 
"general" deformation is concerned, a reduction from m per cent steel to n 
per cent steel is likely to be offset by an increase in thickness from 

t to t' given by:- 


t? 
am 


= 
n 
When the parameter p is unlikely to be less than about 3. 


The factor of real importance however, is not so much bulging as local 
damage, cratering and scabbing. Reinforcement has little if any effect in 
reducing cratering, but it has an important influence in retaining the scab. 
What is essential for this purpose is not that the reinforcing bars should 
be heavy, - the bars in the rear face of a slab are seldom cut, even when 
the slab is completely holed by an explosion,*® - but that they should form 
a very close mesh, well anchored by through bars into the interior and thus 
eapable of retaining the conerete even when considerable shattering has taken 
place. What is wanted therefore is not a high percentage of all-through 
reinforcement ( a close mesh through the whole of the’ very thick walls and 
roofs which we are here considering will only increase the difficulty of 
pouring a high strength concrete) but a very close mesh of small bars near 
the inner surface, well tied to a comparatively wide mesh in the solid, 
which simply serves to prevent the general shettering to be expected in 
unreinforced concrete. The system of reinforcing shown in Fige 9.6b, 
although it totals no more than 0.34 per cent by volume on the average would 
probably be capable of standing up quite as well as those whose tests are 
referred tc im Table 9.1. Of course, it is assumed throughout that the 
reinforcing is such that the roof has an adequate factor of safety under 
ordinary static gravity forces. In most. cases, this requirement will be 
met by the type of reinforcing which we have specified for providing 
resistance to explosion, particularly as the supported span of the roof is 
usually only a few times its thickness. W' re a large open space is 
required beneath a heavy roof, it will sometimes be found that extra tension 
weinf »osiag must de added in order to provide an adequate factor of safety 
against ordinary bending forces. 


: It is not easy to specify exactly what constitutes this "adequate factor 
of safety". If the roof is so large that surface craters made by small or 
medium calibre bombs are not likely to cover an appreciable part of the total 


If, however, for some reason, the roof is narrow and supported 
at its ends only, so that it forms a beam whose average depth might be 
decreased appreciably by a surface crater, a much lower working stress - 
say 4. ton/sqein. - is desirable. ; 


94 The attack by shaped charges 


We have now to consider an entirely different form of explosive charge, 
which, although it explodes in air in close proximity to the target, is in no 
Sense comparable with the ordinary shattering contact charge. It has been 
knowz for many years that a charge of cylindrical form having one end 
hollowed out int> a conical cavity will produce results of unprecedented 
severity in the direction of the hollow end. Such charges, which are sometimes 
referred to as "Monroe" charges, have been developed for many purposes 
during the war. It has been found that their directional effect is much 
enhanced by lining the conical cavity with a metallic layer, When the 
charge explodes, this liner is ejected along the Axis of the cylinder 
at a very high speed, as a jet of liquid or: gaseous metal. This jet is in 
effect a very high velocity projectile, and instead of shattering the concrete 
it bores a narrow hole, similar to that formed by an armoux-piercing shot but 
much deeper. An 80 1b. shaped charge for example, is capable of forming 
a hole of 2 in. diameter clean through 10 ft. of reinforced concrete, and of 
producing a n.% imconsiderable blast effect locally on the far side. 


= It is a curious feature that under these conditions the exposed bars 
may show several incipient "necks" like those produced just before 
fracture in a static tensile: test. 


4 ape 


These charges have not been used to any large extent in aerial bombing up to 
the present time but clearly they could be so used in at least two ways, Either 
a large number of charges could be dropped each of which would cause a small 
area of damage in the interior of the fortification, or a single larger charge 
might form a hole through which a smaller fragmentation or demolition bomb, origi- 
nally placed behind the charge, might enter. 


The very great penetrative powers of the shaped charge makes the "natural" 
method of defence - by increasing roof thicknesses - practically an impossibility; 
instead methods of defence based on the properties of the weapon itself must be 
contemplated, To produce its optimum effect, the charge must be offset, i.e. 
it must be fired a short distance (about one charge diameter) away from the sur- 
faze attacked, If this surface is a perfectly plane one there is of course no i , 
Gisficulty in arranging this;- a false nose containing a rapid fuze. can be provided 
in front of the explosive. If the roof is provided with a comparatively light 
“huret- " placed some distance above the true roof, the explosion will take place 
in a position remote from that required for optimum performance, If the burster 
is inclined - for example, if it takes the form of an ordinary pitched roof = 
the situation may be still better, as not only is the fuze problem more difficult, 
but also the charge may be deflected from the normal before explosion, and thus 
forced to bore through a greater thickness of concrete before reaching the interior. 
Furthermore in these circumstances it is not unlikely that the "follow through" 
portion of the weapon, if it has one, will fail to find its way through the 
hole provided for it by the leading portion, 


+ is the common practice of the enemy to erect substantial pitched 
roofs over fortifications and large concrete shelters for camouflage or perhaps 
for aesthetic purposes, These roofs have not proved very effective, at least 
as far as camouflage is concerned, but it may well be that the further develop- 
ment of the shaped charge would make such measures a necessity, 


2 Contact explosions in earth 


Obviously, the confinement afforded by the earth, when a bomb explodes in 
contact with a concrete structure but below ground level, will greatly increase 
the forces to which the structure is subjected, Accordingly underground walls 
must be made heavier, if the same standard of resistance is required. More- 
over, the shape effect is less important in earth, and the difference between 
"side-on" and "end-on" shots is much less marked, 


In Table 9,3 we summarize the results of three full-scale experiments carried 
out to determine the critical thickness of concrete required to resist a side- 
on contact explosion in earth, These experiments were designed primarily to 
verify the dimensional theory under these conditions, and, although the method of 
support of the panels tested was not exactly ‘scaled, it was found that over the - 
small range of linear scales investigated there was no appreciable deviation from 
the theory. Comparison with small-scale tests, however, indicates that, as 
usual, the model work underestimates the damage slightly. 


TABLE 9.3 . eae 
CONTACT EXPLOSIONS ON CONCRSTE.- FULL-SCALE TESTS IN ZARTH: . 


z Be TRE | RBae!s 
poo REST 
9 


50 ke.s.c.9 52 49. 43 |Wall partly shattered and 
(side-on) Two thirds bulged outwards by 0.5 span, 
near inner fac Concrete cover on interior 
One third face scabbéd off, 
near centre 2 : 


Wall partiy snattered and 
bowed 0.3 span, Concrete 
finterior cover scabbed off, 
jand projected across intezior, 

C i \Wall partly shattered and 

bowed 0,43 span##, Concrete 
jinterior cover scabbed off & 
pide Se ie 65 FS x : : ___| projected across interior. 

# In subsequent small-scale experiments, it was shown that scabbing plate placed 
within the interior layer of reinforcing (which was left bare, ) prevented the 
discharge of concrete from the interior surface, but did not reduce the bulging 
of the panel as a whole, 


side~on 


## See overleaf. 
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The experiments listed in Table 9.3 indicate that a concrete wall, 
reinforced 0.75 per cent by volume of steel, with two-thirds of the reinforcing 
at the inner face, and subjected to the sideways-on contact explosion in earth 
of a bomb of charge-weight W 1b. (INT or amatol) will bulge a mximm distance 
equal to about half of the span if its thickness is given by t/W3=13. To : 
reduce this deflection to our standard value i/7th span, would require t = 17W3- 
Experiments in the United States/ have given a very similar result. 


In the absence of a scabbing plate the concrete cover over the inside 
layer of reinforcement is détached and projected with some violence into the 
interior. The use of a steel lining is therefore as desirable here as 
when the explosion takes place in air. 


' 9.6 The minimum thickness of floors 


In the above paragraph we have been concerned mainly with the specification 

of the minimm thickness of an underground wall. ‘the situation with regard 

to floors is somewhat different particularly if the fortification is small. 

(In a large building, capable of resisting penetration, an explosion under the 
floor cannot occur, except near the exterior walls from a bonb entering the ground 
obliquely, and so appropriate reductions of floor thickness in the interior 
can be made). An investigation of the position in which the explosion can take 
par in order to inflict a specified degree of damage on a floor of thickness 
5WS with the standard reinforcing has been made and its results are shown in 
Fige 9.1- It should be noted that the ratio deflection/span used to define 
"heavy damage" is less than we have considered agceptable for walls. Fora 
small "pill-box" of type investigated (about 4893 in diameter; say 2} ft. 
across when the attack is by 500 lb. bonb ) the decisive factor is not the 

damage to the floor itself but the fact that the whole structure is thrown 

into the air with velocity large enough to cause injuries in the interior 
whenever the explosion is within the volume indicated as causing "light danage". 
If the structure forms part of a larger unit, its velocity will of course 
be reduced but at the same time the local damage will become more severe, as 

the block movement of the whole is prevented. In Chapter XI we discuss in 

some detail the parallel problem of the effect of the movement of supports 

on the damage to a panel wall. All that need be said here is that whether 

the unit stands by itself, or forms part. of a large structure, the reduction 

of the floor thickness to 5Ws can only be considered acceptable if the bomb 

is prevented from exploding in the area marked “light damage" in Fig. 9.1. 


9-7 Geometrical considerations in design 


In.the preceding paragraphs we have laid down the fundamental dimensions 
of the fortification; we have showed that those portions of the exterior surface 
which are below ground level but are not inaccessible to contact explosions 
must be made far stronger than the above-ground portions, and we have stated that 
if the aim is to secure complete protection against a given size of missile, then 
the roof, and the above-ground portions of the walls mst be approximately of the 
same thickness. 


Qur problem now is to examine the geometrical forms which can most. achieve 
these standards most economically. Two generalizations can be made a priori 


(i) A fortification of approximately cubical form will involve less 
‘expenditure of concrete per unit volume protected than (say) a flat. structure 
of larger area. 


(42) Surface fortifications will be in general more economical than those 
partly or entirely sunk in the ground. 


Several possible forms each intended for protection against the 500 Ib. bomb are 
shown in Fig. 9.29. In these forms, the above-ground wall thickness is somewhat 
below our recommendation, and the roof thickness somewhat above, because of the 
severity of damage resulting from a perforation when compared with even the S 
closest near-miss. The floor thickness has been reduced to 36 in. (about 5173) 
provided that the bomb cannot reach the "medium damage" zone as shown in Pige 9.1 
unless its path length in the soil exceeds 20 ft. In practice, it can be showm 
mz (see previous page) 

In this test the edge support: was inadequate and gave way somewhat; the total 

deflection at the centre of the wall was therefore greater than the bulge. 
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that even if the path length of the bomb in this material is 30 ft. the 
probability that its track will bring it into the danger zone is extremely 
small. In case 2, where a burster slab is used to prevent the bomb reaching 
the zone in which floor damage is to be expected, the thickness of this slab 
is taken as only 14 times the penetration of the bomb. Since the slab is 
earth-backed and not suspended, the effect of scabbing in increasing 
perforation will be less marked. For the same reason, little or no 
reinforcing is necessary in a burster. A further possibility is to 

Place the burster vertically below the exterior wall, as a "skirt" or 
"curtain" wall.19 So placed, it is equally effective in preventing the 
bomb from reaching the floor-damage zone, and although it may be damaged 

by earth-shock from near-misses this damage is without impertayce since it 
does not affect the fortification itself, 


9.8 Structural considerations in design 


It will be quite clear that constructions of the type shown in the 
figure gain much of their strength from their continuity. Weaknesses 
at the junction of roof and walls, or of walls and floor, must be eliminated, 
It is essential that the concrete throughout the fortification should be 
as nearly as possible continuous and homogenous. In practice however 
construction joints between batches and.pours are inevitable. A few 
principles can be laid dowm as to the way in which such joints should be 
sited. 


(i) Joints should if possible run parallel to and not across the 
exterior surfaces, ise, they should run horizontally “in roofs, and 
floors; in walls vertically and parallel with the direction of the wall. 
All. units should, however, be poured with the fewest possible number 

of joints. Not more than two or three lifts should be necessary 

in even the thickest roofs. 


(ii) In roofs of very large area vertical joints may be essential 

both from considerations of thermal expansion and because the quantity 
of concrete required to pour a single lift over the whole area is beyond 
the capacity of the available plant. In these cases the vertical 
joints should be differently placed in the various lifts, so that no 
vertical joint runs through more than say one-third of the totai 
thickness, and, if possible, all joints should be situated over 
division walls. 


(444) It may well be desirable to provide additional shear reinforcing 
at joints in the concrete, so that the shear strength at these ‘points . 
is as great as elsewhere. 


It is also essential that reinforcement should be made as continuous 
as possible. This can best be done by welding successive lengths of bars 
together, or by hooking with an adequate ovexlap, Where the end of a bar is 
held by bond with concrete only, a lap length of not less than 72 diameters 
is recommended, 


In prescribing continuity we must, however, make a clear distinehion 
between those parts of the structure which are essential and those which are 
note In Fig. 9.2 cases 1, 3 and 4, the structure forms a single unit, and 
everything must be done to ensure its continuity. In case 2 the strusture 
itself is surrounded by a burster slab whose sole purpose is to prevent the 
bomb reaching-a place in which it might damage the essential unit. It 
would be wrong under these conditions to make the burster continuous 
with the structure; it is quite true that to do so would decrease the damage 
to the burster slab, but only at the expense of increasing damage te 8! = 
fortification itself. 
and so the risk, however, smail, that a continuous joint between Bogie 
and floor will increase the damage to the latter, should not be rume 


A similar principle has been suggested for the design of fortifications 
in which one part has much greater importance than the remainder. As an 
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example of such a case we may quote the large gun emplacement, showm 
diagrammatically in Fige 963. Here the vital item is the gun itself, 
but various magazines, stores, etce, are also necessary. The gun, on 
its large foundation slab is placed in the centre, and round it are 
constructed the "supply" shelters. A direct hit on the gun, capable 
of penetrating its overhead protection puts it out of action, but a 
direct hit on a magazine does not necessarily do so, since there are 
other magazines which may be dravm on. The surrounding structures must 
prevent penetration below or nearly below the foundation slab of the 
gum, as even a small movement of this slab will have fatal effects on 
the accuracy of fire. Finally, the displacement of the subsidiaries, 
resulting from a near miss must be prevented from causing any movement 
of the central slab. Clearly this is best done by permitting a 
completely free joint, or even a small air-gap between the central slab 
and the surrounding ring. Each unit - the gun, and the "supply" ring - 
must be as rigid, and as closely integrated as possible, but movement 

of the one relative to the other should not be retarded in any way. 


9.9 Special technique during construction 


We have already referred to the necessity for careful control of 
the pouring procedure during construction, the necessity for careful 
siting of joints, etc. Some other points arising from the very great 
thickness and weight of units are worthy of consideration. 


(a) Placing of reinforcement. In fabricating a very thick slab, 
a mesh of reinforcement which may be 16 or 20 ft. thick must be laid 
beforehand, and must form a rigid framework, which will not distort 
awkwardly during pouring. The heavy reinforcement running through the 
thickness of the slab, which we have recommended as a precaution against 
scabbing, will be useful in imparting the necessary rigidity to this 
framework during erection. A system of reinforcing which has been very 
widely used, however, is the so-called "cubic mesh", which consists 
simply in three mutually perpendicular sets of bars of the same diameter, 
with the same spacing (usually 1 ft.) in each directions This system 
is clearly not the most economical in steel, since it affords neither 
a concentration of bars on the inner face, nor a reduction near the outer 
faces On the other hand, it is of course, extremely simple in erection 
and this consideration has frequently outweighed that of economy when 
fortifications have had to be erected by unskilled or semi-skilled labour. 


(b) Pouring of concrete. Given that reinforcement is placed at 
about one foot average spacing it is usually considered that aggregate 
size must be limited to a maximum of 2 inches*®. Larger aggregates will 
give better resistance to penetration (for a given water-cement ratio) 
but difficulties of consolidation will generally preclude their use. 
Bven with this limitation the problem of achieving a high density 
conerete when pouring through a 16 ft. thick mesh of steel bars is 
considerable, and necessitates the use of a much wetter mix than would be 
desirable on other grounds. Of course, when the concrete surface is 
aeeessible, ordinary methods of consolidation by vibration can be used, 
and thus near the upper face of a roof the large aggregate size and low 
water-cement ratio so desirable in resisting penetration can be 
introduced particularly if, as we recommend, the percentage reinforcement 
has been substantially reduced in this region. In principle, on the 
inside face of a slab, the reinforcing is the dominant factor, and the 
design of concrete must be adapted to suit the steel. On the outside 
face the converse-is the case. We have here an additional argument for 
pouring a roof in horizontal layers rather than in vertical sections. 


x Of course, the presence of a very close reinforcing mesh on the inner 
face of a slab like that showm in Fige 9.6 can be disregarded in selecting 
the maximum aggregate size. It is our deliberate intention that the 
aggregate should not pass through this mesh. 
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(c) The provision of the soffit or spalli ate. We have 
repeatedly argued in this chapter that all interior surfaces, with the 
possible exception of floors, should be given a steel lining. ‘The 
practical engineering of this requirement can be approached in several 
wayse Two of the three here described are particularly adapted to 
roofs while the third is applicable mostly to walls. 


(i) Ghe "Pitter joist" method in roofs. This method consists 
simply in placing steel joists across the shorter span of the 
roof usually at about 1 - 3 ft. spacing, and filling the gaps 
between them with steel plate preferably welded to the lower 
flange, as shown in Fige 9.4a. It is essential that the joists 
should be long enough to ensure that they will not pull off the 
supporting walls even when very badly bowed dowmwards, Their 
end anchorage can be improved by passing the vertical reinforcing 
bars in the supporting walls through holes drilled in the flanges, 
so as to ensure that the joist extends when bowed downward, and 
does not merely pull out of the concrete. If this is done it 

is permissible to include the steel in the joist. in the 
computation of the percentage reinforcing in the lower layer of 
the roof, and thus to reduce somewhat the weight of steel in the 
body of the concrete, though this should not be allowed to fall 
below about 0.1 per cent, thé minimum necessary to prevent wide-~ 
spread shattering. The steel in the scabbing plate itself, 
however, should not be included in this computation, since the. . 
roof can be deflected without appreciably extending it. The plaie 
should not be less than 3/16 in. thick. here possible joists 
should be made continuous over partition walls, and between 
successive portions of the building, though not, of course, where 
the free joints referred to above ‘are required. 


(ii) Zhe "steel troughing" method in roofs. This method, 
illustrated diagrammatically in Fig. 9.4b, consists simply in 
covering the area of the roof with steel troughs placed across the 
shorter span and welded together. It is again essential that 

the troughs should be prevented from pulling off their end. support, — 
and accordingly wall reinforcement should be passed through holes 
drilled for the purpose. It is sometimes recommended that the 
bottom layer of steel in the roof concrete should also be either 
passed through the troughs or welded to them, in order to ensure 
bond between steel and concrete over the whole length. Since 

the steel only plays its real part when the concrete is already 
shattered as a result of spalling this measure may not be necessary. 


Here again an allowance can be made for the weight of steel 
in the troughing in computing the percentage of reinforcement in 
the roof..: f 


Both these methods have the advantage that they provide 
shuttering on the underside of the roof capable of sustaining a 
considerable load of concrete during pouring, and thus greatly 
simplifying the support of the roof during construction. 


(iii) ‘The plate-between-bars method in walls. It is clear that if 
methods (i) and (ii) are adopted both in roof and in walls 
difficulties may arise in securing an adequate anchorage at the 
Joint for both sets of members: furthermore the strong shuttering 
afforded by these methods is not required on a vertical surface, 
Por these reasons, the alternative shown in Fig. 9.4c¢ has been 
evolved, and has proved satisfactory in an experiment. Here the 
steel spalling plate, which again mst not be thinner than 3/16 ine, 
is inserted between the horizontal and vertical bars of the inside 
reinforcing layer. The bars on the interior side of the plate, 
which of course are not in concrete at all should run across the 
shorter span of the wall. The usual precautions mist be taken in 
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anchoring these bars. They may be hooked over horizontal bars in 
floor and roof, or bent to run horizontally for a length not less 
than 72 diameters, but it is essential that if the latter course is 
taken they should pass below the longitudinal reinforcing in the 
floor (or above that in the roof) so as to prevent them pulling out 
of the surface. In a multi-storey building, the vertical 
reinforcing should be made continuous in the whole height either by 
welding or hooking successive lengths together. The scabbing 
plate cannot usually be adequately tied at its edges, and so no 
allowance should be made for it in computing the percentage steel 
in the wav. 


(iv) Other methods of retaining the scabbing plate. Various other 
devices have been suggested for retaining the soffit plate in 
position on the interior ace on the concrete. One such consists 
in passing ties round the reinforcing in the body of the concrete, 
and welding them to the surface of the plate. It has been 
suggested that these ties should be provided at a rate of 0.3 sqeine 
per Sqft. area. In the view of the writer such methods do not 
really afford an adequate solution of the problem. In at least one 
case they have been proved experimentally to be ineffective. 


(a) The support of concrete duri ouring. It will readily be 
appreciated that to pour a.lift of en pS 6 fte in thickness over an 
area of roof having a minimum span perhaps 60 ft. at a height of 60 ft. 
above the grot,i, presents a considerable problem of structural 
engineering on its owm accoun##®. The ordinary methods of support with 
timber or steel shuttering are quite inadequate in such a case. 
Undoubtedly the best sclution is to extend the principle noted above of 
carrying the concrete on the plate and joists which will ultimately form 
the bottom surface of the roof. To carry the tremendous load involved 
in this case on ordinary joists would, however, involve the use of 
unnecessarily large members, and accordingly each joist is replaced by 
a steel truss, of total depth usually about two-thirds of the roof thick- 
ness. In the case of a roof of total thickness 12 ft. to be poured in 
two equal lifts, the trusses might be placed at three foot centres, and 
have depth 8 f+. ‘The central bending moment per truss for span 60 ft. 
after the first pour is 1.18 x 10° lb.-ft., so that the tension in lover 
member at the centre is 10475 x 102 lb. It is unnecessary to provide 
for any “factor of safety" in the trusses, or even to keep within the 
elastic limit, since this_load occurs once only, and for a short time 
while the concrete is hardening. A working stress of 10 tons/sqe in. 
is therefore quite acceptable, and accordingly joists of 10" x 43" x 25" 
are adequate. The top member of the joist must be laterally braced to_ 
prevent buckling, and the ordinary-slab reinforcement can often be used for 
this purpose. The spalling plate, for which a light troughing can often 
be used to provide stiffness, is welded on to the lower flange of the 
bottom members in the usual way. In computing the percentage reinforcement 
required in the concrete, the steel‘in the lower members of the trusses 
can be taken into accounts, but not the remainder since it is very badly 
placed for mos purposes. .The first lift of concrete must of course be 
allowed to harden before the second is poured, and the whole reinforcing 
system must be more than sufficient to sustain the final static load due 
to the weight of the slab. 


In some cases in fortifications having the lower surface of the roof 
at or near ground level, a heroic expedient has been adopted. The walls 
are first constructed in trenches of appropriate dimensions dug for the 
purpose. The lower-face steel and roof reinforcing are then placed 
in position and the whole roof is cast on the ground. After an 
appropriate interval to allow for hardening of concrete, the earth is then 
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x This was approximately the problem which faced the enemy during the 
construction of the Atlentic coast submarine pens. 
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excavated from under the roof slab, and finally when excavation has proceeded 
to the specified depth, the floor is placed in position. The floor in this 
type of structure is usually a light one, and floor damage is prevented by a 
burster slab forming an extension of the main roof. Where a aemi-sunk 

or fully sunk construction is required, this method has much to recommend it, 
and, indeed, its simplicity is an argument in favour of the selection of semi- 
sunk forms of construction where a very high degree of protection with corresponding 
enormously heavy roofs is required, Of course, the condition of the site is 
always a dominating factor in such designs. The soil may be too hard to permit 
large-scale excavation, or alternatively too waterlogged to allow sunken 
construction. 


(e) The repair of bomb-proof structures. Any structure, even the 


most massive is liable to bomb damage of more or less severity. If the design 
is completely successful, and the weapons used are no more powerful than those 
contemplated by the designer the damage will be restricted, in the case of 
direct hits, to surface craters with perhaps some slight bulging in the 
steel-work on the underside of the roof at the point struck, and in the case 
of a near miss, to cracking in the concrete in the walls with some bulging 

of the inner surface. In such cases an effective repair cam be carried out 
simply by patching the exterior face with plain concrete.™ If there is no 
bulging on the inside face such a repair will practically restore the 
original strength. If some bulging has taken place, the status quo cannot 
quite be restored, but a compensating strength can be achieved by increasing 
the thickness over the damage span with an additional layer of concrete. 

If the original static strength (in the case of a roof) was insufficient 

to sustain the additional weight, then additional support must be provided 

in the interior in the manner described below. 

If severe damage has been done, if the roof or walls are holed or very. 
badly bulged, it must be assumed (indeed it will probably be obvious) that some 
of the inner-face steelwork has been effectively destroyed. To restore it 
exactly will necessitate cutting out the original members = a lengthy operation 
if they are, as they should be; well embedded in concrete at their ends. A 
much easiex method is simply to cut away the loose ends of the original 
inner-fasce steelwork, and erect a new frame consisting of steel members 
supported at their ends either on concrete posts, or on continuous steel 
stanchions. Having thus provided the necessary support on the inside face, 
the hole or bulge can be patched with concrete on the outside as before, 

If an open hole is being repaired, it can be seen whether the reinforcing 
bars in the interior of the concrete have or have not been cut. If-they 
have, the loose ends can be straightened and welded together to provide 

the necessary reinforcement for the new concrete. If they are still intact, 
the fact that they are somewhat distorted is probably of no consequence.. 
When the bomb.has not blown an open hole, but has caused a severe bulge, 

it can usually be assumed that the reinforcing bars in the solid have not 
been cut, unless the concrete is so badly shattered that it can easily be- 
removed, leaving an open holes > 


We have now touched on most of the main points which arise in the design 
of heavy shelters and fortifications. We devote the few pages remaining in 
the chapter to more detailed consideration of. three individual designs, 
differing widely in size and strength. : 


9.10 Commentary on three existing designs 


(a) The original "bomb-resisting" shelter 11 ne of the original 
“bomberesisting" shelters designed in 1939 is shown in Figs. 9.5a and 9.5b. 
At this time practically none of the experimental work described in this 
book had been carried out;, and the designers had only the most fragmentary 
information on which to proceed. How would more modern information modify 
their plan ? 


First, with regard to the dimensions of the structure as a whole, 
it will be noticed that the roof thickness exceeds that of the walls above 
ground level, That is to say, the roof would only be perforated by a bomb 
larger than that which, exploding sideways-oa in contact would blow.a hole 


in the walls. This, of course, is a perfectly logical and correct design. 
Not only is the chalice of a direct hit much larger than the chance of aNear- 


i i i but the 

miss so exactly placed as to give the effect of sideways-on contact, 

consequences of perforation are fer more serious than those of any external 

explosion, even one capable of blowing a hole in the wall, In the former 

% Loose pieces of concrete must be removed from the crater before the new 
patch is poured. 
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case all the occupants of the shelter will be exposed to severe risk, 

in the latter case only those near the hole, who are likely to be struck by 
flying pieces of concrete, are in much danger. Three out of the four 
compartments will probably be safe. Thus it is the perforation that must be 
countered as a first priority. The wall thickness below ground level is 

made consistent with that above ground level; again a quite sound procedure, 
although the probability of an effective contact shot is perhaps a little 
higher than above the surface since the attitude of the bomb is less important. 
When they came to the floor, however, the designers did not continue with the 
policy of providing less protection against unlikely events than against 
probable onese They realized that for equal resistance to explosion, floor and 
sub-surface walls must be equally thick and they designed accordingly. But 

a contact shot below the floor is definitely more improbable than one against 
the walls, and so a logical policy would reduce the thickness there. Probably 
a modern design would show a floor thickness reduced to about 3 ft. 6 in. 

The increased wall thickness required below the surface would probably be 
placed outside rather than inside the above-ground walls in order to secure 
increased internal volume with only a small additional consumption of material. 


When we came to the reinforcing diagram, Fig. 9.5b, we see that ideas 
have changed rather fundamentally. Except for some additions on the under- 
side of the roof, the steel is roughly uniformly distributed between inner and 
outer faces, whereas the contemporary plan is to place the greater part of the 
steel on the inside, most of the remainder near the centre, and almost none 
at the outside. The idea of scabbing plates for walls, as well as roof is 
comparatively recent, and we have already stated that we consider the means 
adopted here for anchoring the roof scabbing plate (by vertical links) to be 
inadequate. 


(b) A German "Bunker" shelter’? In Fig. 9.6a is shown a plan and 
section of one of the large "Bunker" shelters built by the Germans in the years 
191A 1.36 The one shown is one of the most recent, and was in fact left 
unfinished in 194. The idea that roof and above-ground walls should be of 
the same thickness, has been adopted, though, as we saw above, it is very 
questionable whether this arrangement is in fact the best. The intention 
has. apparently been to provide complete protection against. the 1000 1b. bomb, 
and to neglect the risk that a larger penetrating bomb might be used, and it 
is arguable that the policy was justified by events - very.few delay-fuzed bombs 
larger than 1000 lb. were in fact dropped on Germany. 


A much more serious error has however been made in the internal design of 
the shelter. Only the roof, walls and outside wall footings have been 
reinforced. Internal walls have been constructed of mass concrete or brick. 
Even a quite small internal explosion, or a large external explosion near the 
door might be sufficient not only to demolish such walls, but to convert them 
into most dangerous missiles which could not fail to cause many casualties. 

The percentage reinforcing necessary to prevent this disintegration is as we have 
seen very small, not more than 0.06 per cent, but its presence is essential in 
almost all construction for protective purposes. 


In Fige 9.6b we show the wall reinforcing arrangement which we have already 
instanced as being one of the best that has been devised. True, the writer 
would prefer to omit the concrete cover on the inside face, and to replace the 
close mesh of small bars showm in the diagram by continuous strips of sheet 
steel passed through the large U-frames, with narrower pieces welded on to close 
the gaps between frames. It may seem that this change is difficult to carry out, 
and that it does not provide any large increment in safety. The reply may 
be made that since the arrangement avoids the use of internal shuttering it 
will not on balance lead to an increase of labour requirement. Further, we may 
remark that a piece of the internal cover concrete, say 1 ft. square and 2 in. 
thick weighing 2 lb. does not have to travel very fast to cause a serious 


injury. = 
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(c) A typical "very heavy" fortification'S Fig. 9.7 shows the immense 


concrete fa; .°ication constructed by the Germans at Siracourt in the 

Pas de Calais. This erection was of course cast on the ground, and the 
subsequent excavations were never completed. Its general shape was presumably 
laid down from considerations of the purpose for which it was required; 
apparently a chamber about 14. ft. high 50 ft. wide and 600 ft. long with a 
single large entry had to be made as nearly as possible bomb-proof®, 


For this purpose, the general shape of the section can hardly be improved VW 
one The burster and the short wedge-shaped walls make it very unlikely that a bomb 
will ever penetrate below the floor. The roof is, nominally at least, proof 
against the largest bomb at that time in our armoury - the 12,000 1b. M.C. knowm 
as “"Tallboy". The transverse roof reinforcing was much as we have recommended, 
and there was a soffit plate supported on rolled steel joists in the manner of 
Fig. 94a. Yet this structure vas attacked and so seriously damaged that the 
whole project was dandoned. 


The roof plan in the diagram shows how this happened. The designer had 
made two errors, one slight, the other serious, and, with remarkable consistency, 
the two bombs showm on the plan exploited these errors to cause damage, one 
slight and the other seriouse Let us consider first the near-miss shovm on 
the top edge of the plane This near-miss destroyed a length of burster, but. 
this was of course, of no consequence, since the burster is there for that 
purpose. The designer had realized that it was necessary to use a “unit 
construction" to make a joint between the burster and the main structure which 
would enable the former to move freely without damaging the latter. Instead 
of carrying out this plan logically however, he allowed the roof to lap a few 
feet over the burster, as shown in the section, and thus he prevented free 
relat;.rs movement. The near=miss bomb, therefore not only broke up the burster 
slab but also caused a complicated system of cracks to spread through the main 
roof from the point where the burster lifted it. The error here was slight - a 
mere matter of stepping the joint between roof and burster instead of leaving 
it plain, and the damage also was not very serious. 


In designing the roof slab, however, undue attention was given to the 
problem of contraction. Every few yards along the. length of the building 
there was a completely discontinuous butt joint through which no reinforcing 
bars were passed, and in which a layer of precast blocks were placed, i 
presumably with a view to allowing free relative movement of adjacent sections. 
The direct hit indicated on the plan fell exactly on one such joint, penetrated 
some distance and in its explosion caused very serious damage, which if the 
excavation had been complete at the point, would probably have amounted to 
collapse, over the two portions of the roof between which it struck. Had 
longitudinal continuity been maintained, the damage would have been much less 
severe both because the absence of the joint would have reduced the penetration 
of the bomb and because the damaged portions would have received much greater 
support from their neighbourse rue, same slight damage might have been 
transmitted to these adjacent portions had the roof been’continuous. But for 
the proper working of the building it was essential that the whole length 
should be intacte To adopt a construction which made it easy to put the whole 
out of action by destroying a single section was therefore, as the event proved, 
totally incorrect. 


% There is reason to believe that the designer had especially in mind 
attack by the British 2000 lb. armour-piercing bomb. He was not 
informed as to the development of a larger missile - Tallboy. 
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17 Dec 1930 
(Development ond Preliminary 
Training of Field Units under 
duly 1941 Army Ordnance Office) 
(Development and Preliminory 
Training of Field Units under 
Air Force Technical Service) 


22 Nov. 1943 22 Nov.1943 
(Construction of Louaching Sites (Canstruction of Launching Sites 
‘ond Training of Field Units and Training af Field Units 
under LXV Corps.) uader IXY Corps.) 


(Initiol Committment under LXW Corps.) 


\Sep.1944 1Sep.1944 
(Continued Committment (Initio! Committment under 
under TRY Corps.) S.S. General Kommler’s 


Improvised Headquaters) 


30 Sep.1944 
(Continued Committment 


unger Division zV.) 
19 Oct.1944 


(Continued Committment 
under XXX Corps) 


28 Jan.1945 28 Jan.1945 
(Continued Committment (Continued Commitiment 
under Corps z.V.) under Corps z.V.) 

30 Mar.1945 30 Mor. |945 
(End of V-Weopon Campaign) (End of V- Weapon Campaign.) 
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Advanced General Training 
AG5 REFUGE ROOM 


Notes for Instructor 

1, This lecture and practice on the selection and protection of a Refuge Room is given to the General 
Instructor as a guide should he at any time be called upon to give this instruction. 
2. Instructor will find following home-made visual aids useful for lectures. 
(a) Pictorial diagram of interior of typical refuge room. 
(4) Model window and frame, with net curtains pasted on. 
(c) Model window and frame, with a small mesh wire netting (mesh not larger than half an inch) 
fastened to frame. 

(d) Model window and frame, with lightweight wooden shutter (a type giving a“ push 
window frame) with stout rubber anchorages top and bottom. 

3. For the practice which follows the lecture, the use of a house, preferably basement type, is required, 

The Instructor should make a preliminary survey so that he is familiar with any peculiar features. 


‘Object of Lecture and Practice 


4. To study the principles governing the selec:ion and protection of a refuge room in an ordinary 
house, and to practise the selection of such a rocm. 


‘Selection and Protection of Room 


5. Refuge room next best thing to approved type of shelter. Cupboard under stairs very popular 
1939/45. Use of refuge room for sick people, babies and small children during night, better than going 
‘out in bad weather, 

6. Main Points for Consideration: Intended to give shelter from blast and splinters, not direct hit. 
Must have separate entrance and exit, All round thickness of walls of 134 inches of brickwork or its 
equivalent. Basement room very good, ground floor next. 

Morrison Shelter 


3. Holds two adults and one child (or two ve-y small children), Suitable for the two-storey house, 
and will stand up to collapse of whole of such hcuse. Must be placed on solid floor without any room 
or cellar below it. Steel mesh sides to protect the shelterers from flying debris should the protecting 
walls be blown in. 


Protection against Blast and Splinters 

4, Trench Shelter: 1939/45 war type. Rooled. Concrete lined or with alternative revetment of 
timber, corrugated iron, filled sandbags, wire mesh or expanded metal. Experience during the war 
proved that in order to prevent the collapse by earth shock, the roof, floor and all walls must 
be adequately tied together as a continuous structural unit, (Note that a top cover of 3 fect of earth, 
or its equivalent, will convert shelter to Grade A standard.) 

5, Brick Surface Shelter: Early 1939/45 war type with walls of 134-inch unreinforced brickwork. 

6. Refuge Room: In building with walls of $-inch thick unreinforced brickwork, to which has been 
added an outside skin of 4 inches of unreinforced brickwork or 5 inches of unreinforced conerete up 


into 


thickness. Windows, where gap has been left at top to admit daylight, provided with anti-shatter 
protection. Ceiling joists, supported by adequately braced posts to give added strength against possible 
debris load. BGS 


Long Range Rocket 


7. As used in latter part of 1939/45 war, was propelled by mixture of liquid oxygen and aleohol, 
(Length 46 feet. Total weight with eight and a half tons of fuel was 124 tons. Maximum speed 
3,500 m.p.h. Maximum range 200 to 230 miles, Reached height of 50 to 60 miles on journey to 
England from Holland. Launched from transportable platform. Warhead about one ton.) 


8. Area of material damage caused by rocket similar to that of flying bomb, although area of heavy 
damage slightly greater and area of light damageconsiderably less. Caused more casualties than flying 
bomb on account of surprise effect. No time for warning signals. 
Unexploded Bombs 

9. Unexploded 
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CSDB-3/650 , 395 


The Guide to the Military Characteristics of Atomic 
Weapons and to the Means of Anti-Atomic Protection represents 
a revised and enlarged e on 0: e or uide, which was 
published in 1954. Contained herein are data on the destructive 
factors. of an atomic burst and on the means of anti-atomic 
protection, and also some basic facts of atomic physics, which 
are necessary for a full understanding of the nature of an 
atomic burst and the particular destructive features of atomic 
weapons. 


This Guide is intended as an aid to instructors and 
students of military academies, to instructors of advanced 
officer training courses and instructors of military schools, 
and also as guidance for those pursuing scientific research 
in the fields of atomic weapons and the development of means 
and methods of anti-atomic protection. 


Comments on the Guide and suggestions for its improvement 
should be sent to the address of the Sixth Directorate of the 
Ministry of Defense. 


Order No. 2187 
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CENTRAL INTELLIGENCE AGENCY 
WASHINGTON 285. D.C. 


18 JUN 1962 


MEMORANDUM FOR: ‘The Director of Central Intelligence 


SUBJECT t Table of Contents and Chapter VIII of SECRET 
Soviet Manual on Atomic Weapons and Anti- 
atomic Protection 


1. Enclosed is a verbatim translation of the Table of Contents 
and Chapter VIII of a Soviet SECRET document titled "A Guide to the 
Combat Characteristics of Atomic Weapons and to the Means of Anti- 
atomic Protection". It was published in 1957 by the Ministry of 
Defense, USSR. 


2. For convenience of reference by USIB agencies, the 
codeword TRONBARK has been assigned to this series of TOP SECRET 
CSDB reports containing documentary Soviet material. The word 
IRONBARK is classified CONFIDENTIAL and is to be used only among 
persons authorized to read and handle this material. 


3. In the interests of protecting our source, IRONBARK 
should ‘be handled on a need-to-know basis within your office. 
Requests for extra copies of this report or for utilization of 
eny part of this document in any other form should be addressed 
to the originating office. 


A « { tos 
Richard Helms 
Deputy Director (Plans) 


Enclosure 


esDB-3/650, 395 


2. 
Copy No. 


MB SECRET_ 
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CSDB=-3/650 ,077 


As is evident she graph, approximately 5 seconds 
later, the intensity of ganuma radiation reaching the 
earth's surface has decreased by a factor of hundreds. 
Even after ten seconds, however, the intensity of gamma 
radiation amounts to tens of roemtgene per second. 
Therefore it is customary to consider that the time 
of action of gamma radiation on surface objects in 
medium-yield bursts is about 19 seconds. Where t = 
0.5 to 1 sec, a sharp deceleration of the drop in radiation 
intensity takes place. This deceleration depends on the 
influence of the cavity of rarefied air (rarefied zone of 
the shock wave}. Gamma rays pass through the rarefied air 
cavity almost without attenuation, The higher the yield 
of the burst, the greater the dimensions of the rarefied 
cavity and the sharper its influence on the ratio 
i f(t). In high-yield explosions, a strongly pro- 
nounced maximum is even observed in the ratio Iy= £(t) 
corresponding to the time for passage through a given 
point of the shock wave compression zone. 


Ten seconds after a burst the fission fragments of 
a single nucleus and the products of their decay emit on 
the average 3 to 4 gamma quanta. Hence it follows that in 
an atomic bupgt: with a TNT equivalent of 30 kt, during which 
about 4 x 10 nuchei fission, the total quantity of 
emitted gamma quanta amounts to 


Ny 24x 1074 x (3 + 4)2=1.5 x 1025 gamma quanta. 


The average energy of gamma quanta emitted by fission 
fragments is about 2 MEV. Therefore the ener, carried off 
by gamma radiation is equal to E = 2x 1.5105 =3 x 1025MEV ~1.1 
x l0“cal, i.e., it consists of about 4 percent of all the 
energy liberated by the burst. 


The average gamma quanty anergy emitted in the 
n14(n,y)NI5 reaction is. equal to approximately 4 MEV, 
but their number is approximately equal to the gamma 
quanta emitted by fission fragments. However, the 
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Table 64 
Values of the Doses of Gamma Radiation at Various 
“Distances: from the Center of an Atomic Burst 


Distance, 


Dose of gamma radiation, Dy, in roentgens, for 
in meters wt a 


bursts of the following TNT e 


surface i urface | 


360000 
83000 
31500 
13000 

6300 
2900 


~240000 
66000 
25000 
10400 
5000 
2300 


200000 
83000 
40000 
18000 


150000 
62000 
30000 
135006 


1600 1300 10000 7500 
900 700 5500 
460 370 3000 
250 200 1600 
140 110 900 
80 65 500 
45 35 300 
180 
100 
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50% PROBABILITY OF SEVERE DAMAGE (COLLAPSE) FOR CITY BUILDINGS 
(SOURCE: NORTHROP, EM-1 NUCLEAR WEAPON EFFECTS HANDBOOK, 1996, 
TABLE 15.6, AND FIGURES 15.10, 15.18, SURFACE BURSTS) 


BUILDING VALUES (NOMINAL 
Oscillation Static yield 
STRUCTURE Period (ms) resistance (psi)|ratio (u) 


Peak overpressure THE ORIGINALLY 
(psi) SECRET EM-1 
20 KT IMT SHOWS THAT 


MODERN CITY 
15.2.2, 3-8 BUILDINGS 
Story REQUIRE FAR 
Reinforced HIGHER PEAK 
Concrete 300 3.0 OVERPRESSURES, 
Building ees 
Concrete 
a YIELDS, 

THAN THE 

WOODEN HOUSES 
13210) 3-10 IN HIROSHIMA 
Story Steel 600 2.0 FOR COLLAPSE 
Frame 


Building 


4 JULY 1982 


THIS MAN 


THINKS YOU SHOULD BUY 
A FALL-OUT SHELTER 


(One of his. preferably — he sells them. See page 24) 


Blatchford factory- 
assembled shelters are 
made from 6in-8in thick 
precast reinforced 
concrete by BLATCON LTD 
of Midsomer Norton, 
Avon. Their managing 
director is John Uy 
Blatchford (right). They alu 
can be built to 

accommodate between 
six and 14 people at a 
cost of about £1,000 
per head, excluding 
installation. lan Mathie 
of Blatcon claims a 

blast rating of at least 
one atmosphere and a PF 
of 2.500 when the 
shelter is buried 2ft 
beneath the surface, or 
3,300 if, in addition, a 
12in layer of reinforced 
concrete is poured 
around it. 
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NUCLEAR PROTECTION Of 
Wellingborough, 
Northamptonshire, 
> sell shelter equipment 
and supply the plans 
> for a 12in thick 
reinforced concrete 
_ Shelter. Tom Butler 

(left), who runs the 
firm, has raised his 
estimate of the 
shelter’s PF, when 
buried under 40in of 
soil, from 2,000 to 
5,000 using newly 
available Home Office 
tables, and claims a 
blast rating of one 
atmosphere. His 
shelter holds seven 
people and costs 
between £10,000 
and £12,000. 


, *? ad ? 


Bata! Ms 


2 C 
eB sled 


: hh 
Re Al, 
* 


OAKTREE EQUIPMENT LTD, of Faringdon, Oxfordshire, make the Crabtree Subterrain shelters, 
which are prefabricated galvanised corrugated steel cylinders with unusually long access 
ways, enabling burial up to a depth of 20ft. All the shelters in the range hold five to seven 

people in varying degrees of comfort, and prices range from £1,000 for the 7ft model to 

£9,660 for the 20ft model, plus installation. The steel walls are 0. lin thick and the 

designer, James Crabtree (above), claims a PF of 5,000 at a minimum depth of 4ft, anda 

blast rating of three atmospheres. 27 
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eMCMaCTCA Tak Ha3. MHMUMATOp - 6epumueso-nonoHueBi* uctTe 
—wact! Imyteuuii expyxaetca 50 yHTamm Te06-aareyi » KoTopuh 
T om" , Bee sT@ MoMemaeTCa B eOeTOUKYy M3 anHMMHUS TeT] 
ouka, B CBOHD euepedb, OKpyRaecTCcA a 


* Sta amommuveras 0 
Tore BemecTBa "NeHTamuT" uiu " composition Cn (me apyruu _aHHL 


memMemactca sTe BB, umeeT BHyTpeHHMY AMameTp 140 cm. OOmuiionec semt 


4 " Coty ‘bien Bu ) ¢ rommunef creHkm 46 cm. Kopnyc 6em6u, B KoTOpHt 

\ 
BHAIWYaA HeHTaIUT, Kepmyc M Mpou - SkeTe 3 TeHH. 

OxugaeTes, UT@ CMNa BSpiba GOMON GyReET PAaBHA Cue BSPHBA 5; -001 

| TeHH THT.(KeedmmenT mexesHore Refictsus ~ 5=6%). Kezmuectze wise 

paBHe 756 tone. 
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a) Ypau-235. Ha anpex> c/r 6une goéuTe 25 Kunorpamm Ypau-235. 
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€ 6) Inyreuui (smement 94). B asrepe-2 umeetca 6,5 Hr. mIyTOHMA 
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BOEING AEROSPACE COMPANY ae. t.eee 


__ A Division of The Boring Company 


January 22, 1979 


The Honorable William Proxmire 
Chairman, Senate Banking Committee 
United States Senate 

Washington, D.C. 


Dear Senator Proxmire: 


Your request in recent hearings for an explanation of the discrepancy between our 
estimates and ACDA's estimates of Soviet losses in a nuclear war is clearly important 
and warrants a clear and candid answer. Unfortunately, Mr. Spurgeon Keeny, the Deputy 
Director of ACDA, chose to incorrectly represent our work. I appreciate the opportunity 
to set the record straight and to point out what we have determined to be the factors 
contributing significantly to the differences between the two estimates. 


Population Protection 


In his attempt to discredit our work, Mr. Keeny incorrectly inferred that this work was 
based on mere “assumptions” and "simple ratios.” In fact, our approach was to analyti- 
cally duplicate the provisions of the Soviet Union's civil defense plans and preparations. 
This effort was supported by extensive research into Soviet literature, use of rigorous 
system engineering functional analysis techniques, and a program of testing to establish 
the effectiveness of Soviet shelters and industrial protection methods. Moreover, the 
impact of uncertainties and possible imperfections in Soviet execution of their plans 
were examined parametrically. 


Mr. Keeny's statement that we “assumed there would be no casualties from fallout" is 
false. The record of hearings before the Joint Committee on Defense Production 


(November 17, 1976) clearly shows that the data presented counted as fatalities a1) 
Persons receiving a radiation dose of 200 rads or more. Moreover, our more recent studies 
of which ACDA is aware have treated this value parametrically. 


By protecting their people against fallout, the Soviets can substantially limit their 
population fatalities. Figure 1 shows that even very rudimentary protection, such as 
basements or expedient shelters, is sufficient to minimize fatalities. In the ACDA 
analysis, the majority of the evacuees were assumed to have a protection factor of 10 
or less, which results in enormously high fatalities compared to what the Soviets could 
achieve if they carry out even the most modest of the measures outlined in their plans 


aad) 1 cteracure: Assumption Variables Versus U.S.S.R. 


Civil Defense Effectiveness 
Degree of Fallout Protection for Evacuees and Rural Population 
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FALLOUT PROTECTION (ATTENUATION) FACTOR 


Mr. Keeny has incorrectly characterized our treatment of blast protection. In their 
cities, the Soviets are building industrial shelters and apartment basement shelters 
with a blast resistance of at least 150 psi and 60 psi, respectively. These ratings 


were calculated for the Defense Nuclear Agency based on knowledge of construction 
details such as beam dimensions, concrete quality, and structural reinforcement size 
and placement. The Soviet designs for expedient shelters have been built and exten- 
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FIGURE 3 


As to the reasons why our results differ from those produced by ACDA: ACDA assumed 
that 30 percent of the Soviet urban population would not be evacuated but that the 

good quality shelters would accommodate only 10 percent. Thus, 20 percent of the Soviet 
urban population was assumed unevacuated and inadequately protected, which of course 
subjects them to massive losses. The Soviet plans, which we endeavored to represent 

in our analysis, indicates that urban residents not sheltered will be evacuated. 


A second difference centers around the way in which the Soviets choose to distribute 
and provide blast protection for their evacuees. The ACDA analysis assumed that the 
Soviets would cluster their evacuees in hosting areas, which we estimate could result in 
some concentrations as high as 500 persons per square mile. The evacuees were assumed 
to have no blast protection, so fatalities would occur at 3 to 7 psi according to the 
source used by ACDA. Figure 3 shows that a distribution of 500 persons per square mile 
and 3 psi fatal blast level results in a fatality level almost 100 times greater than 

a uniform distribution and blast protection to 15 psi (the minimum provided by Soviet 
expedient shelters). It is important to remember that it is the Soviet Union and not 
the United States that controls such factors as evacuation, distribution, and sheltering 
of the Soviet citizens. 


The ACDA study of industrial protection, which I have reviewed, is not a competent work. 
The hardness levels known to be achievable on industrial components are seriously under- 
stated while the difficulty of achieving these levels is overstated. The resiliency of 
industry in recovering from damage is disregarded. The report's fixation on the capa- 
bility of one-megaton weapons to damage industry is misleading since the U.S. would be 
able to deliver few of these weapons against Soviet targets. Moreover, the ACDA study 
fails to assess the impact of protection on the survival and recovery of the Soviet 
industrial base as a whole. 


Extract from TK Jones’ 1979 debunking of disarmament liars. 


LIME E 


Nazi 
liar: 


We, the German Flhrer and Chancellor and the 
British Prime Minister, have had a further 
meeting today and are agreed in recognising that 
the question of Anglo-German relations is of the 
first importance for the two countries and for 
Europe. 

We regard the agreement signed last night 
and the Anglo-German Naval Agreement as symbolic 
of the desire of our two peoples never to go to 
wer with one another again. 

We are resolved that the method of 
consultation shall be the method adopted to deal 
with any other questions that may concern our two 
countries, and we are determined to continue our 
efforts to remove possible sources of difference 
end thus to contribute to assure the peace of 


Europe. 
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FIGURE 2 “There is no security in armaments and 


Size of the U.S. Nuclear Weapons Stockpile, 1945-2020 we shall be no party to piling them up.” 
(OR, WHY PUTIN FEELS CONFIDENT INVADING UKRAINE JUST AS HITLER INVADED HIS 
NEIGHBOURS WHILE PACIFISTS DISARMED THE UK UNTIL 1935 THEN REARMED SLOWER THAN - Labour Party Leader of the British 
THE NAZIS, TO AVOID PROVOKING A SECOND WORLD WAR BY WINNING AN ARMS RACE.) House of Commons Opposition, 

35,000 —— Number of weapons Clement Attlee, 1935 (two years after 


- Hitler took power and began rearming 
|@— Maximum warheads| Germany; quotation from Gilbert and 
Gott, The Appeasers, 1967). 


30,000 


25,000 Troubled by the failure of unilateral 
disarmament to save millions of lives in 
20,000 ——_ WWII, Attlee 12 years later as Prime 
Minister secretly ordered the 
stockpiling of the first British nuclear 


@— End of the Cold War 


Warheads 


15,000 weapons to deter WWIII from starting. 
10,000 “How horrible, fantastic, incredible it is 
that we should be digging trenches and 
rying on gas-masks here because of a 
5,000 


quarrel in a far away country between 
people of whom we know nothing.” 
1 fi \ 1 f 1 1 1 i \ i i \ \ 


0 
1945 1950 1955 1960 1965 1970 1975 1980 1985 1990 1995 2000 2005 2010 2015 2020- British Prime Minister Chamberlain, 
radio broadcast, 27 September 1938. 


Fiscal Year 
“Supposing | had gone to the country 
SOURCE: U.S. Department of Energy, October 20211. and said that Germany was rearming 
NOTE: The figure depicts active and inactive warheads. Approximately 2,000 additional nuclear warheads are retired and awaiting and that we must rearm ... | cannot 
dismantlement. think of anything that would have made 


the loss of the election from my point 
of view more certain.” 


DIAGRAM ABOVE IS FROM FRANK G. KLOTZ AND ALEXANDRA T. EVANS, MODERNIZING THE U.S. 
NUCLEAR TRIAD, RAND CORP., 2022, document: PE-A1434-1, 2022 
https://www.rand.org/pubs/perspectives/PEA1434-1.html 


- Prime Minister Stanley “the bomber 


ANNUAL NATIONAL DEFENCE EXPENDITURES will always get through” Baldwin 
(millions of dollars) (speech in House of Commons, 12 
November 1936; his fans simply lied 
Country 1933 1934 1935 1936 1937 1938 1939 that he was referring to earlier non- 


existent elections than the 1935 one!). 


Britain 455 480 S95 846 1263 1693 1817 
Germany 253 299 381 2600 3600 © 4000 4400. 


Source: J. F. Kennedy, Why England Slept, Sidgwick & Jackson, London, 1962, p. 184. 


“If we handle Hitler right, my belief is that he will become gradually more pacific. ... | would feel confident if it were not for ... alarmists by 
profession and Jews.” - Sir Neville Henderson, racist British Ambassador to Berlin, February 1939 telegram to the British Foreign Secretary. 
“Hitler has gone straight off the deep end again ... What distresses me more than anything else is the handle which it will give to the critics 
..” - Sir Neville Henderson, racist British Ambassador to Berlin, telegram to the British Foreign Secretary, 15 March 1939. 

SOURCE: H.M.S.O., Documents on British Foreign Policy, 1919-1939, London, 1949, Third Series, IV, pages 593 and 595. 


itiate war against France and England. He simply threatened to ‘retaliate’ if they attacked him. The 
Munich crisis had an incredible sequel in March 1939. ... ler occupied the rest of Czechslovakia. The technique he used is such an obvious 
prototype for a future aggressor armed with H-bombs that it is of extreme value to all who are concerned with the problem of maintaining a 
peaceful and secure world ..." - Herman Kahn, On Thermonuclear War, Princeton University Press, 1960, p. 403. (Putin's technique today!) 


“At no time did Hitler threaten to i 


«,.. before World War Il, for example, many of the staffs engaged in estimating the effects of bombing over-estimated by large amounts. This 
was one of the main reasons that at the Munich Conference and earlier occasions the British and the French chose appeasement to standing 
firm or fighting. Incidentally, these staff calculations were more lurid than the worst imaginations of fiction.” - Herman Kahn, testimony to 
the 1959 hearings on the Biological and Environmental Effects of Nuclear War, page 883. 


“As late as 1934, after Hitler had been in power for almost a year and a half, [British Prime Minister] Ramsey McDonald still continued to urge 
the French that they should disarm themselves by reducing their army by 50 per cent, and their air force by 75 per cent. In effect, MacDonald 
and his supporters urged one of the least aggressive nations in Europe to disarm itself to a level equal with their potential attackers, the 
Germans [exactly what the pacifists did when getting Ukraine to disarm its nuclear deterrent 30 years ago!] . ... Probably as much as any other 
single group 1 think that these men of good will can be charged with causing World War Il. [Emphasis by Herman Kahn.]” - Herman kahn, On 


Thermonuclear War, Princeton University Press, 1960, pp. 390-391. 


